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GENERAL ALPHABETICAL INDEX 


A 


Accounting 


Accountanis view meter economies. 
R. G. Schneiiier, May 30 

Alabama and Ine commissions set 
aceounting process for enenens of 
tax depreciation (N) May 9.. 

EEI-AGA meeting stresses accounting 


aid to management, May 16 "214 


Long Island Lighting Sersieane ac- 
counting costs being considered by 
N. Y. Pubiic Service Commission 
(N) Mar. 14 

Management should look to expense 
control. J. T. Kimball, Mar 

Pre-printed forms and 
simplify I & 
dure (N) Jan. 1 

Repeat requisitions (Ei) May 

Repeat requisitions save tims a" ef- 
fort for Duquesne Light Co. R. C. 
Wenz, May . 

Surplus acc snation 


calculators 


Tacoma, Wash. Cliy’ Light customers 
get bi-monthly billing, Mar. 21. 


Advertising (see also Public Relations) 


Arizona Public Service President Sar- 
gent brings Arizona to N. Y. Press 
dinner, Mar. 21. 

Commonwealth Edison Public Service, 
Chicago, advertisements, Feb. 21. 


M's accounting proce- 


-°196 


C a 8 vat—9.2 billion 
*1 


ECAP’ 
4 
= places ed in Readers Dig 
. sh 


ECAP program for April is a warning, 


to watch the tax dollar, Mar. 


Mypins 
1 


wien winter meeting analyzes, ap- 
oe. advertising (N) Mar. 28 
G@&E takes outdoor 
May 2 
AA est reminder, Jan. 24 
ee is copy winners, May 


21. 
to multiply progress (Ea) 
‘4 





Cc 


Air sonditioning—big business. C. A 
Tatum Jr. June 27. 

BTU ratings to replace tons ‘and iT 
in advertising ratings (N) May 23. 

Gas air conditioning being fleld tested 
(N) June 6 

Refrigeration and air- cooling units for 
Potato storage (N) Apr. 

Room cooler gains seen 
(charts) (N) Feb. 28 

Survey shows wages lost without air 
conditioning (N) Mar. 


continuing 


Alaska 


Four co-ops set up group to develop 
hydro power (N) Feb. 14 
Purple Lake prssest contracts award- 
CN) Feb. 28. 


Anniversaries 


Duquesne Light Co. marks 75th year 
and ties its future to 
May 2? 
caw. & celebrates ony pearptderaperd 
A] 


Ma 
Pittsburgh | Standard Conanit 
mill on oth anniversary (N) June 


Appliances 


Better market judgment needed, 
Jan. 24 

Cleveland Electric Iuminating offers 
lower-cost range, June i3.. 

Dishwasher from GM, Feb. 7. 

"65 sales should be up (N) Jan. 31. 

How to run an appliance show. Roy 
Vernstrom, Jan. 71... 

Housewares booth—rank second 
refrigerators in.sales (N) May 3. 

Lamp sales to be up for "56, Jan. 24. 


ance advertising (N) Mer 


(Ed) Editorial. 


: 208 


1964: third best aggpanes ¥ year «chart 
& tables) Jan. evece 

PEA System Planning “Committee 
meeting (charts) Mar. 28......... 

Rochester store name ordered 
he CN) J 

Street Tr 
wide conference, Mar. 

Tomorrow's all-electric house is here 
today (N) Jan. Tv ae 

Water heaters get glamor, Mar. x ey we 


Associations 


AIEE conference on farm electrifica- 
tion (N) April 11. 
AIEE forms new East 
triet (N) 
AIRE nominates new officers, 
tors (N) Feb. 14 
AITEE studies uses of aluminum 
old connectors (N) Apr. 
AIEE technical program to pramaiats 
winter meeting (N) Jan. 3.. 
AIEE winter meeting (N) Feb. “€.. 
AIEE winter meeting—technical re- 
port, Feb. 
a= 5 a annual convention (N) 
Resasieen Power Conference 17th an- 
nual meeting to be devoted to 
atomic energy (N) Feb. 
American Power Conference-—speak- 


an. 31. 
ee and Utility ‘first nation- - 


pd reveal nuclear power proposals, 
eo 


Atomic Power Development 
a. Inc. chartered by N. Y.; Cisler 
raed president, Apr. 


: Biggest — spenders: 
NAEC bh 


cc, 4th (N) June 13. 
CABRA officers elected, May 30. ‘ 
EEI Accident Prevention Committee 
reports accidents down in Ist o— 
ter (N) May 
“a AGA accountants meeting, 


EEI and Assn. “of ‘Edison Illuminating 
Companies Meter and Service Com- 
mittees joint meeting (N) May 23. 

PEI(—Branch, Harllee new EEI ater 
dent speaks out, June 27 

EE! ceonvention—Quinton, 
president's address, June 27 

EEI convention report, June 

EEI—A look at the new EEI presi ident 
(Ed) June 27. 

EE! Purchasing ‘anda Stores Commit- 
tee annual meeting (N) May 30. 
EEI Round Table Libsrenae-tnibe- 
— : ee theme set om) ae 


iN) Ja 3 
EEI Bales Conference set for Mar. 23— 
31 (N) Feb. 14—654, Mar. 21. ‘ 
EEI Sales Conference—"Step up ‘the 
drive in "65—the year of greatest 
opportunity” (Bd) Mar. 21. 
EEI’s 17th annual 
fchart) (N) May 16 


EEI T&D Committee awards scroll to 
H. P. 23 ° 


Seelye, May 
EEI Transmission and Distribution 
Committee meeting diseu 
for National Mutual “ana "Pool “) 


FEL 23rd annual convention to spot- 
light development of peacetime 
atom (N) Apr. 2 
EJC’s General Assembiy to hear nu- 
clear talks (N) Jan. 10 

Engineering societies committee “seek 
new headquarters site (N) Feb. 21. 

Eta Kappa Nu announces opening of 
nominations be 1954's outstanding 
engineer, 3 


EC's metal sheath heater course, 


Line Hardware Institute organization 
announeed, Apr. Sah 
at Ss ~ Industrial 


pr. 
NAED annual convention, June 13. 
* Illustrated. (N) Newa. 


23 
-*187 


NAM paljeten on ne Ju Ls capes 
wer development, June kb oeenps 
RUC convention will highlight 
atomic energy, May 20....««-««+«+ 
NEMA—interview with new head, 
Joseph F. Miller (N) May 16...... 
NEMA meeting reveals new wire de- 
velopments, May 30 “pe0 
NEMA report optimistic about ‘55 
(N) Jan. 10... es 
NFEC ‘sets new meeting policy @® 
13th annual ‘convention— 

atom power keynote (N) Feb. 28... 

National Adequate Wiring Conference 
(CN) Mar. 14 eeescces 

National Assn. of Purchasing Agents 
—annual meeting of purchasing 
agents and sup awe a ew 
(charts) Feb. 28. 

National Conference of Electric. ‘and 
Gas Utility Accountants to meet in. 
Chicago (N) Apr 11 es° 

Northeastern Weed “Conter- 


Control 
ence discusses herbicides (N) —_ 
28 


Northwest Electric Light & 
Association engineering and operat- 
ing section meeting (N) May 9$..... 

Northwest Public Power Assn. annual 
meeting (N) May 16 seee 

Nuclear Congress and Atomic Exposi- 
eon to be held in Cleveland (N) 

24 conmge'e 

PCEA annua! conference ‘boosts in- 
tensive seHing (N) Feb, 14.<.....- 

PCEA annual meeting, Apr. 4...---- 

PCEA 38th annua! convention, June 6 

PEA endorses mutual aid pace on 
Mar. 


Mar. 
System Planning Committee 
symposium (N) June 
PEA Systems Operation Committee 
meeting (N) June 20 
PUAA ad contest draws nearly 2,000 
entries, Mar. 7 
PU £4 names Fenton president an 


Presaure Sensitive Tape Council 
chure. Jan. 2 oe 

Pressure Sensitive Tape Couneti 
ond annual meeting, Ma 

SEE Engineering and Operation 
tion meeting, May ° 

SEE meeting told of Southeast’s 
struction plans (charts) (N) 


1 

South west Electric 
ganized (N) Apr. ; 

Utility Commission Engineers 
Annual Conference (N) May 9% 

West Coast parley to iavaes a 
progress (N) Mar. 14 


Conterence > 


Atomic Energy (see Nuclear Power) 
Atomic Energy Commission 


Announces new regulation under 
which businessmen may have access 
to classified information (N) May 
30 cosese 

Cutback in funds asked by “President 


ayy 
Dixon-Yates—see ‘separate heading, 
Divon-Ya' 
Faces fuel cost headache (N) Feb. 14. 
Fields, Brig. Gen. K. BE. named gen- 
eral manager (N) Apr. 26. 
sary responds to compare a 
(N) Apr. . 


Pr iN) Jan. $1.2... 

Proposals from three private groups, 
on a. to build cacpourens 
{ 

Res.ctor cishounnen called ‘too’ ‘tight, 
Ju 


ne 27. » odin 

Safety rules readied “for A- plants, 

June 13 eee 

Whitteid. Allen nominated as mem- 
ter (N) Mar. 


{R) Reference Sheet. 





taina Authorit 
to analyze power 
‘eb. 14..... 


author- 
er prob- 


Keckjord eo wi 
ward (M) Mar. 14.. 
1964—four utili ties 
CM) Feb. 140... -ces05- 
my Power & Light 


mitede Utilities crew wins Mat- 
t valor award ag Wy __ pore 

oe A oe winner, Ray P 

New York State E&G winner of 
more : cmpuat Repose 


Texas P&L wins Coffin Award for 
lignite work (N) June 20 


Hatteries 
Batety check for industrial batteries 
A. Vaughan (Ki) Apr. 18. 
Solar battery 
May 16 
Rotlers 
Demineralization provides pure water 
for tomorrow's piants. J. D. Yoder, 
June 20 
-~ “oe pump gives standby serv 


Ma ; 
Biectrie botlers to 
sold here, Jan. % 


Kooneville Power Administration 
Coppeayes achedule for 


effic'ency 


aeee 


a 
Northwest ig he mite avatiable 4 


builders =. Sh phbennparch dams" 
May 23 r. 


Brazil 


Paul) Affonso Fatis 
started, Feb %,..... 


Bureau of Reclamation 
3 Burean) 
Boes 


Basy -to-get 


hydro — 


(ave 


at bus ducts let workmen | 
tap power quir'ly, May 16. 

OVEC bus ducts furnished by iaie: 
Stur (N) Mar. 

R&te bulida 
bus (N) Apr. 

Roller ++ atl to odd uni-bus ystems, 
an. sVebes 


Dohiogs 


be Produced and 
ewes 2 


*66 


Ohle Brass ~ 4 ASA standard bush- 
*1 


ings, May 
liosiness Outlook 
Auto output: 


(charts) Jan 
Rusiness § plans 


ed to 1955 business 


pr. 
pegnere prospects etill good for 1985 


Capital outia - 
(charts) Mar. 

nen copper 

te) ar. 

r RB credit contry | curbs utlilty stocks 
(charts) Jan. } 

Increased public’ yorke affect utilities 
charts) "Ten. vi. 


improve * 5 ‘outlook 
8 


rices may increase 


MoGraw. Mills  eghth ‘annual survey 
of Business Plans for New Plants 
ond Equipment (N) (tables) Apr 


Outlogit for balunce of the year ts 


Outies very goed for the rest of the 
ack June 6. 
ine in Consumer spending marks ‘65 
(charts) Apr. 11. 
Room ceoler gains seen 
(charta) Feb. 8. 
Beitloment on Ferd and GM contracts 
is one of dieeeet etende | in out- 
= for 1965. June 20 ' 


Cc 
Cables 
AIEE + te 4 maqeting-—enbie discus- 


eee eee 


continuing 


(a) EBaitorial. 


II 


son. 
Grgens se yeeratiers 
Heating venble yw hy: refrigerator doors, 
obviates 


ar. 

Kansas city” ‘service’ dro 
theft, tree problems, con 
w Mar. 21 


— | ae ‘rene from pole to inter, 

ay 1 eeseee 

Southern Electrical makes YN 
service drops (N) Mar. 28.........+ 


(Canada 

Alarmed by electrical 
Feb. 28 

Alcan to up Kitimat output. Apr. 4. 

Aluminum for towers for 360-kv 
Kemano-Kitimat line, Feb. 21 

Aluminum Ltd. to double Kitimat 
amelter capacity ‘N) Apr. 2 

B. C. hydro system planned. Mar. 21.. 

British Columbia Electric, provincial 
roup come "ys in ‘ower 
iver line hassle, Ma 

c gots and expenditures (tables) 
an 

Hearn station, Toronto, mishap due to 
ret aeres in two gen- 


xa % sa 
c. tnenatie chain curtains 


vancguwar, ng salmon (N) Jan. 
me inna gante link ok 
repent rable (N) Feb. 14. 


c onan 


imports (N) 


ee. eepacitors cut power 


“Jan. 1 

$5 000 capacitor bank 
bt 200 yearly. C. D. 
1 


cuts power bill 
Anderson, May 


Guide to 
(tables) May 

Plastic cap watly ‘ghielda 
squats stud ivin Miller, 


to 0.43 in 


sognamer 


mage rose 


Ma . 

Secondary capacitors put in custom- 
ers’ basements. Miller & Johnson 
{tadle) Feb. 28 

Capacity Additions 

Aqaisions reported to EW memeeagd 

n. 
it 
mn. 34 

Changes in capacity reported to FPC 
(tables) Jan. 17-44, Feb, 21-——91, 
Mar. 28—39, Apr. 25-~-46, May 2 
15, June 2 

Commonwealth Edison's Will County 
station In service (N) May 

Delaware P&L adds unit, Fob. 

Far Weat growth makes Re wR J.B 
Black, June 


27 
a ~ x o- eperations under way, 


Hawalian Electric's $10 million adal- x 
19 


tion on Oahu (N) Feb. 
by 
tables) Ja : 
Southside 


Installed capacit 
gions (charts 
Jacksonville Electric Dept. 
plant addition, Mar. 

McNary m powerhouse 
unit (N) Mar. 2 

er Dam sixth senerator 

nD 

Lookout Point — 
generator (N) Apr. 

Public Bervice Co r New Mexico Per- 
son Station addition (N) Jan. 3..... 

Southern Calif json's Ei Segundo 
station new wnit in operation (N) 
June 20. 

TY ane oe new units In operation ® 


(Ns) 


installs second 


Brown Boveri ong ~ operates in 2- 
cycles (N) May 2 

Coordinate sectio A with station 
breakera on yg tage 
Mollenhaver & others, Ma 
rrec' 


Fam. B1 cccccccccecescsscess 


* Iiustrated. (N) News, 


May 
. 


vernre es ®126- 


*105 


ownership, re- 
4.... 154 


stems. 
“ve *“* ° 


Distribution needs faster breakers. 
ydrantie ° Hutchinson (chart) — g... ' 
draulic ag Perform sa 
% orily. 1. Fale a. others 


1-€ ratings biked ‘on GE ‘L-V¥ mag: 
netic ings, hiked (chart) (N) Fe 


Multiple selective tee ag improves 
ye performance. V. 
others (charts & table) Feb. 34. 
oit blast breaker switches 11 


Spring keeper ‘im roves” safety in 
errupter job. Crooks & Ma 


330-kv breakers’ carry 15 bushing cur- 
rent transformers. Feb. 7 

Westinghouse gets order for 138-kv 
compressed air breakers (N) Mar. 
14.0» 


Broaden substation operator's duties 
— mobile radio equipment (map) 


y 30 
chicago plans. to control traffic bignals 
by radio (N) Jan, 17. 
handling ‘of “emergency 
eorge Yanda, 
ss to o ay 
a (N) 
1, 600- oe ofl 
microwave. 
(map) May 
Sylvania — 51 cities to N. ¥. data 
center ( 
Toledo A 
ears. A. J. 


Conductors 
Automatic splice 
modified pliers. 
21 


ar. 
in 2,456-2,700- 


ioatne. ‘controlled by 
res & J 


lewald, Feb 


sprees easily with 
. Bailey, Feb. | 

Coiling “machine waves on speatanees” 
ribbon for protecting conductors. 
T. A. Lingoni, Apr. 4. 

RABC bus conductor ‘developed oy 
Reynolds, Jan. 


Connectors 
AIBE studies uses of aluminum in old 
connectors (N) Apr. 11 


Controls 

All-electronic frequency and tie 
load control system. Mar. 

Frequency recorder uses R-C net work 
to count pulses. Miller & Wanna- | 
maker, May 30 

Leeds & Northrus to supply ey 
—* for nuclear reactor (N) 


Ma 
sedere ee office is rernodeled 
substation. . Gause, Mar. 7. 
1,900-mile ofl pipeline controlled by 
microwave. Helidebrecht & Jones 
(map) May 2 
Supervisory control over 14 ‘stations 
backs up service on Minnkota Power 
Gebhardt 


Thermostatic control saves 
yg A cooling water. L. K. 
pr . 
Westinghouse develops industrial con- 
trol system without moving parts. 
ay 2 
Coma (see also Rural 
) 

inne co-ops set up group to qyreien 
hydro power (N) Feb. 14.. 

Arkansas co-ops ——— plans for 
100,000-kw unit. Apr. 4 

Arkansas Gov. Faubus signs utility 
territory bill (N) Mar. 

Arkansas P&L and co-ops agree ‘on 
bill to permit co-ops to build plant 
(N) Feb. 

Carolina P&L vs co-ops over arrange- 
ments for wheeling Kerr Dam power 
(N) June 

Colorado co-op receives first genera- 
tion and transmission loan from 
REA under GOP (N) May $ 

Colorado Utility defends right to serve 
project, Feb, 7 

Co-op man speaks out 
power (Ed) May 9% 

Indiana co-op pays off REA loan ®W 

ay 

Kefauver assails hs 08 Hill, 
Yates (N) A 1 

gx” ah ops 


Dixon- 


Corporate Changes 
Allis-Chalmera Mfg. 
Harvester, Feb. 
Bover! acquirce Stockwell 
Transformer ta By Mar. i4.... 
Coffing Hotest purc by Duff-Nor- 
ton Mfg. Co. (N) Mar. 1 
Plorida 
enough. 


acquires Gleaner 


4... 
wer—or we didn't pian’ big 
3. W. Carpenter (map) May 


30 
Holden “Line in’ new hands iy ‘Jan. 


(R) Reference Sheet 


saan 9306 


--140 


°86 
“4 


- 9146 


-°118 


*30 


138 
56 
56 


January-June, 1955 














ined Ra plans maruer st with Pend 
rank (N) June 20......... 

North dus nes Union Elec- 
tric on Miscoert (map) (N) eo 17... 
ae and Reeves approve merger, 


ayes & Son, Inc. acquires Harvey 
of Boston (N) Apr. 2 coevsee 
Gentine Scientific acquires ‘GE ape- 
went MBO. Fic acacnessssecesse 
Weston Blectrical Instrument to be 
merged into Daystrom (N) Apr. hos 
—656, May 30........... 


Corrosion 


Overlay map showing cathodically 
protected structures planned by 
Chicago (N) June 20.............«.. 


D 
Defense 


Can you 
disaster? ( 
Distribution 
AIEE winter meeting—distribution 
adopts new methods, Feb. 21...... 
Al-sheath aerial cable requires new 


cope with an 
> Mar. 28. 


H-bomb 


ee A. F. Corry (tables) . . 


Annex added to warehouse requires 
rearrangement of distribution sys- 
tem. L. J. Langevin, Mar. 21. 

os 2 you ready for a heat storm? (Ea) 

Arkansas P&L 13.8-kv loop uses aerial 
and underground cable. H. O. Kirk 
land, Mar. 

Automatic 


throw-over 
servive. W. A. Thue, May 

Carolina P&L lines short-circuited by, 
seagulls, Apr. MP ctinwubstacs0¢asuaes 

“Cold crews” speed line UES SEERT TT 
from hole digging to sagging in. 
B. H. McPhee, Jan. 31............ 

Coordinate sectionalizers with station 
breakers on distribution systems. 
Mollenhauer & others, Mar. 7...... 

Cutting underground distribution costs 
—pilan used by Southern Calif. Edi- 
son. R. C. Blankenburg, May 23... 

Electric “mouse” roda ducts faster, 
cheaper, May 2......... 

Faster breakers needed. Chase Hutch- 
inson (chart) Jan. 3.. 

Flexible mapping scheme saves engi- 
a time. c Eppley (maps) 


onase teaeees 


7 

Florida Power makes concrete poles 
to reduce distribution costs. H. K. 
McKean, Mar. 14. 

Ground vibrations 
Cc. B. Bechtel, Feb. 

Guide to transformer ‘weights and nS 
strengths (tables) (R) May 

Higher service voltage can solve resi- 
dential distribution 
& others (charts) June 1 

Hot-line tool aids placing blankets. | 
1D. Mevis, Feb. 7. 

Hot-stieck mounted gun greases sapoeas? 
seducing TVI. P. N 


pin bs point ‘faults. | 





DRO aalovencnes ontbevcaccece 
Kansas City service drop obviates 
theft, tree Srontomne, contacts. R 
i MK Bh onveeh svenenen é 
to keep pace with mass production 
(N) Feb. 28. 
Metal forms cut “concrete 
B. Bowen, Apr. 4 
uses ee in bus duct, 


service, Apr. 18...... 
tree saw pushes 
away, Feb. 7. 
Multiple-lug connectors ‘ald terminat- 
ue at protectors. Hervey & Shaffer, 


1934" eat storm forces utilities to re- 
study distribution design—report 
Edward Allen miests & tables) 
Jan. 10 0OOP ERE E6ecceeseonceeee 

Otter Tail Power Co. uses “unique vg 
protection for lines (N) Mar. a 

rege Center building has I-T-E oa. 

ull Dog unite, Feb. 21............ 

Pomme P&L system planning ts 
based on 100 survice areas. N. N. 
Smeloff (maps) Feb. 7......... 

Plastic pipe reduces cost of lines to 
sectlag tower. A. F. French, June 


cut 


Precast manholes cut 
J. A. Borner, PoB. 7... .ccscccccces 
Pushing pipe under street reduces in- 
stallation time. + R. Kelley, Apr. . 


# system to 





sroblems. Barkle 
. 


Tugman, June 
+ 


manhole 
. 


63 
*31 
140 

69 
164 


182 


*110 


*46 


ac 
*99 


°65 


178 


clear way ~~ a eteted construction 
° 


(map) Feb. 7......6....+. 


(Ed) Eédttortal. 
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hs ts preparati 
air ‘tioning season. Miller & 
Johnson (table) Feb. 28.......... ++ ©83 
Shunt test red cutout 
E. J. Leimkubler, (chart) J 13...°89 
Special crew line ‘iding a 
Coast GaE. rong 
Rogers, Jume 6... 2... 6c ce ecw ennne 16 
Spot network power to store. 
R. F. —~ June 18......... .*122 
Tranem ear gr ncm| line 


OO excenccctonces sbedaddntes seseete 
Truck-mounted boom r rig speeds fram- 
tag of H-frames. L. ™ Lash, 
Quanen talon, 566. too: 
N. M. Lovell (map) May 16....... 
better than 3 for 


2 transformers serve 


— -¥ system off 

(charts) Feb. 14.........- 
217/480- v network cuts rystem 

pen Oberholtzer & Folck toharts 

& tables) Feb. 7... 2.66. ce ec cnnes 

265/460-¥ service is offered by Con- 

aap Edison Co. of N. Y¥., Mar. 


. 
underground. 


D wtencidevesssciepersoccccsss .°137 
Whose @oillars build distribution load? 
(Bd) Jan, 17.....-.655- 5 
Why aistribution system ‘costs’ ‘vary 
(charts) Mar. 28... ....0.ssssaeeees 32 
Why omohant “siscribation lines? 
G Dean, May 16....... -*106 
Divon-Yates 
Congressional battle reaches climax 
CN) June 20.........5--5- *10 
Dispute flares up again (N) Mar. 28. *s 
Dixon, gaccner Inspect plant site as) ‘ 

BPS eccoceunbaucavesesenas 9 
Dixon, ‘Vaiss break firat ground for 

lant (N) June 13 64 
ECAP cartoon, Jan. 24 *274 
Ebasco ok’d for MVGC contract (N) 

BY D avecpensiggess -« 062 
Foes attack Dixon-Yatea, May 16 . 293 
GAO report hits Ebaseo, set to bulld 

Dixon-Yates plant (N) Apr. 11 5 
House okays Dixon-Yates line «N) 
SD FE ccksccntwsese a 
Kefauver assaile Clark Hill, Dixon- 
Yates (N) Apr. 11.. - scoan 2 
Langer’s attack brings quae reply 
from the ay cs) Jan. 31..... “ 
MVGC briefs (N) Jan. % 16 
MVGC financing okayed by SEC (N 
Feb. 14 .....0s++5 *9 
a foes prepare offensive (N) . 
me BO ni cusnet csakse 7 
MVGC eee sue to upset SEC 
approval (N) Mar. 21 105 
MVGC's West Memphis. ‘Ark steam 
plant teat piling pogue (N) Mar. *9 
Pact end asked (N) Feb 57 
Quinton, Harold tells Dixon—atil! yy 
industry is behind you (N) ae 4. 4 
Study in public relations, Jun 64 
TVA financing tied to MVGC oN) Apr. ° 
BE vsnwkkvtihe veene 
Testing soll strata at ‘proposed steam 
plant site (N) Mar. i. eveeue 79 
Victory ts near (N) Feb, 21..... 87 
West Memphis plant construction 
plans ready (N) Feb. 28.........+- b 
What's what on the Dixon -Yates 
contract, Feb. 21 sesoecs 39 
Egypt 
Aswan Dam planned (N) Jan. 2.. 43 
Em ee Training and Welfare (see also 
Columbus & Southern Ohio Electric 
training program steps up employees, - 
Connecticut L&P board trains substa- 
tlon operators (N) June 6.... . *50 
Florida P&L issues 15 millionth vita- 
min tablet-—health and safety pro- 
gram (N) June 20 
a gy , Tech readies utility course 
Ma Sewevden *186¢ 
inc. vlad sheath heater course, 
BENS, Tn nccverasdddeens a2 
Kansas city P&L's new clinic offers 
complete service, Mar. 14 16 
N. Y. State Electric & Gas brings Aw 
matvestion | to classroome (N) Jan 7 
DS vec rccracesenedseeses 
Personne! departments can boost com- 
pany’s earnings and profte Cc. B 
Boulet, Mar. 21.. .*108 


Union Electric of Missouri! ‘safe-driv- 
3 °36 


‘ng program (N) Ja 


Flexible mapping scheme saves eng!- 
neer’s time. L. C. Eppley (maps) 

Minnesota Engineerin, Analogies Test 
rates engineers’ abi sy. M. D. 
nette (oc D BRP Fenccestcccs 

Give the engineers the credit they 
Geserve (Ed) Feb. 

 W to the yo ong engineer (Ba) ‘May 

see Engineering “ana tion Bee- 
tion meeting—-engineers must take 
part in civic work,  ] 


* Illustrated. (N) News. 








Heavy t market firms up 
ON eeecvonveteceshuseiues > 0 
look 
wk ) Feb. 28........+. 8 


‘estinghouse to adjust price 
ek ON) Mar. 88.....00s-:2555 






@ beresiat (Ea) 
J. 
Alcaloy pas. Supe Tregten, H. prop- 
erty, Feb. 7.... aseeee 388 
— to sea, at two Texas 
lants (N) Ri vnns csgederae 86 
“ANC Brite” of Calif. new plant os 
Jan. 31 gue ecehevncs cas auagss 56 
Allis-Chalmera creates ‘op- 
erating divisions (N) i *- 27 
ex en ies te..° clreuit es 
breaker planta May 
AC ex ales i June 13... 178 
Allis Chalmers sets up industry appli- 
eation section, Feb, 21. it? 
Aluminized wire Production se scheduled, 
Feb. 81 2. nese csnere oeetgesase i178 
Kitimat 


steno * Co. of 





out a ere 
American rass 
mill, Mar. 7.. et it2 
American Brass to start western ‘alts 
American Ceramic Society new office 
building, Souenseeé save . 206 
AMiachine & Foundry «N) 59 
achine ndry : ° 
Anaconda readies two new qreniaeen 
plants (N) Mar. 28. be 
Arizona Power Authority ‘plane own 
station (N) Jume 18... 2... scenes 67 
ry co-ops gh ‘plans for 
0,000-kw unit, Apr. Gu vvspessece 186 


adestie City ric’s new we for 
Deepwater, eh eh Ry asacées 87 
B. C Electric 


hydro construction (N) J Sn at seegs 10 
BPA construction tn iss (ND Jan. a as 
B&W forms contract, erection de 


ment, Jan. 24.....605eeeenee 264 
Babcock & "Wilcox opens q ality “con- 

trol laboratory, Apr 4......5+...+> .°162 
BaW to bulld wenetee parts” plant, 

Mar. 31 .....-. vs uaegetveens 
Bakelite new 

opened in » aE. Aer. 1.. 56 


California seoceese (N) Jan. 31. 
Central Maine expansion (N) Jan, i7. 20 
Cleveland Electric [luminating plans 
“tet blew i oe million in Lake County a 
i ye ag Perey seceguser 
Columbia Universtiy begine work 
sica research building 


mbustio: Engineer! developing 
“tecllition te bulld nuclear reactors 
CD TOD: Bec bibccdis ovcguvevis 56 
Commonwealth Edison ans Craw- 
ford station addition Rs) Mar. LS 43 
om L&P builds home to bh 
6,000-kw turbogenerator a) May 









Consolidated Edison yr denis TS 
224-Mw atom plant, Apr. ssep O88 
bees or | pee plans an ounced an 
Curtis Lighting, Ine. expands, Apr. “18 206 
Dale power mates contracts awarded 
(HD Ved. 164. ...-scccveressceses 46 


Delaware P&L, 
wer oman for setae ( 
Delta- Siar ‘tnatalis “automatic oveme, 
Map BO .cscrscspessus . -°182 
Detroit ‘Daison ‘asaignes 
chines for Rouge Plant. w. i Win: 
gert & others. A Gacved sangesice “SO 
Detroit Edison or largest trans 
former for River Rouge plant cs) 


‘nego otiates to bulla 
N) Apr. 


OP, FT secocenecs 
Dow Corning amelting SS alice 
off firat tap. of pure metaliic silicon 





(N) Ma a Kaeeces ane -» 60 
Duraloy ergntes license for’ ne 

otlow, Fame BS. .cccestssccaescezes 178 
Electric Controller opens new hm t 

(N) June ® oepueee .. 


Went growth m ft s‘* 
makes history 
Fone ..°105 





Fiorida ae ene Enterprise pi 
Cy “Oe MAP, 26. ..4--060e0s 1s 
Dam centre 
“unit (N) May 39......... TT 
GO etarte nliegting center” “at Hen 
densonvi N.C. Feb. 21..........°977 


c—_ Dresuskee sinate eaniy of re- 
Bw May %.. +. & 
letes metals division 


mcs ‘walla  reewtees resee 69 


dedicates 


Biectrie new 
BE. 80.-csscosece» B80 
me, sil; Raytheon eet up computer 
company, May «¢....... copesatquece 366 
Hu in major plants 
(N) Jan. gvoncees cougvesemnaanse OF 


Increased public works affect utilities 

w (eharta) Jam. Bl. ccceccccecee @& 

Indiana 
unit (™ 





P. & Wabash River station 
PS Jam. BB. csvcsccccovcseves 88 


(R) Reference Sheet. 


Ill 


ee to build pient 
ty po Bg gs with Dixon-Yates prej- 
ete ( 
Mitneapetia-Honey » Regulator ‘ op- 
erations flect trend toward auto- 
matie control equi 
aes to expan 


wew J England ‘Biectric 
necticut River (N) 

New Mexico Public F ‘to make 
plant addition, May 20. 

Niagara Mohawk plans 200-Mw steam 


ment, Apr. 18. 
carrier system, 


unit (N) Jan. 3 

Muctear equipment suppilera increase 
(N) May $ 

Odium plans nuclear-powered mills in 
Utah (N) June 6 

Ohio Brass adds new bushings (N) 


Feb. 28 
Ohio Brass installs extra-fine screens 
and trapping devices in Barberton 
plant (N) June 6 
fo Braas See ceramic research 
group. May 20. 
Ohio raas places its ‘Hine of ASA 
standard bushings tn fleld, May 16. 
Ohio Erase starts third kiln, Apr. 18. 


est (N) Feb 
Pacific G&EK expects to start 
River work in '55, Mar. 21 
Pacific Gas & Siectric plans steam 
Plant at Bubne Point (N) Jan. 31.. 
~— or « Poe plant hacer an 


Kingw 


(N) J 
Penn ye EEE offers of] pump to 
manufacturers (N) Feb. 


a8 > 
Pittabareh Standard Conduit’ ons 
mill on 60th anerrensacy (N) June 


Puget Sound P&L forecasts ShuMeton 
atditiona, Apr. 1% 

Puget Sound Utilities considering $670 
sien investment by 1964 a 


cells, 

Reynolds Metals to construct Virginia 
extrusion plant, May 30 

Roanoke project progress (N) Mar. 7. 

aaper Smith to add unt-bus systems, | 
an 

REA co-cpa submit expansion sens 
(tables) (N) Mar. 14 
It River Power District, Phoenix, 
Ariz. woe steam plant site (N) 
Apr. 26 


$1. billion construction 
meee 9 feharts) (N) Apr. 11 

Southern Callf. Edison's Alamitos 
steam astation construction starts 
(N) Mar. 28 

Southern California Edison asks PFC 
for permission to construct hydro- 
electric project (N) Jan. 17 

Southern Calif. Edison cross peak de- 

exceeds 2 million kw (N) 

Feb. 14 ee 


Southern Nevada Power Whitney plant 
slated to be completed tn 17 months 
(NM) Jan. 17... 

Southern Nevada steam yom to run 
on natural gas (N) Jan. 71. 

Stevenson, R. 8. stresses atera* . future 


interview with new A-C president 
. 


(N) May 2 
Syivanta establishes ‘electronic systems 
division, Feb. 21 
Sylvania plans data center (N) Feb. 
Sylvania to bana” ‘data 
center, Apr. 18 
Tacoma City Light ‘besine work. ‘on 
Cowlitz River project (N) Mar. 28. 
Underwriters’ Laboratories new West 
Coast building (N) Mar. 14.. 
8. Motors to expand Atlantic Coast 
Plant, May 20. 
Utah P@L plans 32- million tranemis- 
sion line (map) (N) Apr. 4 : 
= Ry <4 fon yess for 
{ 
Utilities ro -* a aden efficiency. R. G. 
Rineliffe. Jane 27. 


‘pricomine | 


*1 
bs gyecumnas plans for 1955 (N) 


Victor Saniapece § laboratory expansion 


Program. 

vt la Blectric 4 Power plans new 
plant (N) June 

Wesbington eeate. PUD'’s reveal ex- 
pansion plane. Mar. 2? 

West oute has new tame lab, Feb. 


28 
Westinghouse itema, May 30 


(Bd) Battortal. 


181 


-°192 
9205 
Ohio substations will be among larg- i 


cpetnghouns opens prepemeniand stant 

et BR POLE EEE °66 
opens new 

and alr conditioning plan May 18 ie 203 


F 


Federai Power Commission 
Alco gets license to build $10-million 
hydro project OD Mar. 28 
Announces shifts in organization, Feb. 


Connole, Wittiam “R-—nomination ap- 
proved (N) May 1 

~~ Segoe oe decision Senpeaes = 
r 


regulato 
MaiSennte 
(N) June 6....... 
1954 annual re report iN) gt 4. ° 
Reorganization (chart) ( » “May . 
Snohomish County PUD gets peri 
for hydro project (N) Jan. 31 


Federal Trade Commission 
Refuses to take eed 
dispute, Mar. 7..... 


Financial 


Billington tabs 
power cost, ay 

Capital outia 
(charts) ( ‘s ar. 

Ly back (Ba) “Mar. 14. 

Eaton, buys back into elec- 
tric utilities "ND 

FBR credit control 
stocks (charts) (N) Jan. 

Federal Pacific's stock listed on the 
New York Stock Exchange ‘N) 
Jan. 1 

House Appropriations. Committee or- 
ganizes new unit to handle athe 
funds (N) Jan. 24 ace 

Income—where power company “in: 
come went (charts & tables) Jan. 


in fair trade 


interest as biggest 
y 30 


Eaton, 


Inflation lurks behind F ocmnes boem 
(charts) (N) Feb. ees 
a Oy show AaB. ‘by Merrill 
Lynch and industry (N) June 6... 
Locke, on looks at ony analysis 


May 

Middle West Service Co, discusses 
ways of increasing rate of return 
(N) Feb. 28 ° 

ODM reinstigates tax write-offs tor 
electric power companies to 
U. & capacity (N) Apr. 25 

Power construction expenditures out- 
lined by Eisenhower (N) (tuble) 


an. 

Public Service of Colorado ups . 
mon dividend to 45¢ (N) Ma 

Rating specialists tour Mia- South 
June S 

Revenue from energy sales ‘(charts & 
tables) Jan. 24 

Riese In consumer spending marks ‘65 
{eharts) (N) Apr. 11 

Santee-Cooper finances face a close 
scrutiny (N) Jan. oe 

Santee-Cooper probe outlined by state 
legislative (N) June 27 

Street lighting rates—comparison of 
revenues and costs of two com- 
panics. W. S. Leffler (table) Apr. 4. 

U. S&S. Steel Corp. 1964 annual report— 
sam depreciation discussed (N) Apr. 


Utility relocation costs ‘should be in- 
clud in national highway bill 
(map) (N) Apr. 


Foreign Trade 
“Buy American” test looms (N) oe. 


Canada 
(N) Feb. 


Equipment makers a danger in low- 
er tarif! (N) Feb. s 

Foreign trade and ee security 
(Ed) Feb. 14 

Japan gets largest ney hegre onnd tas 
(N) Apr. o 


Spanish firm orders Westinghouse gas 
turbine (N) Feb. 14 

Tacoma City Light receives foreign 
bids for electrical equipment (N) 
May 30 


Formoas 


Taiwan Power uses oxen 
Petpu plant (N) Jan. 31 


Electrical output sets record, June 13. 
Fuel 
AEC , Saaee fuel cost headache ver 
AG&E saves on fuel costs when pe 
alt ide factor computer teams 
e 


rule. beeseeamaned @ Stage. Apr. 
ceescteseoccsusdso Ree 


* Iiustrated. (N) News. 


Natural gas pact ot | fs pm NW 
tric utilities (N) J 

Nevada plant to om “on natural “gas 
CN) Jan. 31. 

Pennsylvania Water & Power's Holt- 
wood’s new river coal unit. Wray Jr. 
& Bennett, Feb. 7. 

Rehabilitation of A-fuel is vital. J. e, 
Ward Jr., June 27. 

Texas P & L wins Coffin verge “ty 
lignite work (N) June 20. 


G 


Generators 


AIEE winter meeting discusses tur- 
bine-generator operation and main- 
tenance, Feb. 21 

Combustion Engineering steam 
Stays features monotube design, 

peck” of planks ana “special “trailer 


move generator overland to Morro, 


Bay site in 8 days, Jan. 24. 

Elliott Co. low bidder for hydro- 
generators for Cowlitz project (N) 
June 20 

Hearn station mishap due to retaining 
ring failures in two generators, 

ar, 21 . 

Lookout Point Dam's generator on 
30-day trial period (N) Jan. 3..... 

Mobile %75-kva generator provides 
smongeney power. W. E. Scholz, 

b 


Rewinding og cut 
special tools. 

Swing curve alenindee makes better 
stability studies faster. Hefron & 
Rothe (chart & tables) Apr. 11 


20 days wit 


Deutches Museum, Munich, shows 
progress of industry. Prinz & Wiss- 
ner, Apr. 26 


Great Britain 


oy waste disposal worked out (N) 


Ma 

Cambridge University develops. “oxy- 
gen-hydrogen fuel ng which pro- 
duces electricity, June 6 

Program for building 12 atomic power 
stations (N) Feb. 28 

Reveals greater atomic progress; de- 
ogite of Calder Halil plant (N) aune 


Telephone service uses RCN deprecia- 
tion to eevans capital arene Feb. 


AIEE winter meeting—cathodic con- 
trol goes with grounding. Feb. 21 


10 


*99 
F. Grauch, Jan. " *177 


All-steel network grounds substation. * 


Appleman & Litrides, May 

Guide to grounding substation fences 
(R) June 27 

Let's look to station grounding. 8S. J. 
Schwartz (charts) May 2 

Method to calculate electrode resist- 
ance. W. F. Dunkle (chart) (R) 
May 2 

New opportunities for  eppapsreena in 
grounding (Ed) May 2. 

New support and assembly " ground 
pose wires. Clanghton Jr. & Wright | 


Mar. 21 
“7 éstver a grounding rods 25- oe 
t 


May 
Steel ground grid works. well Hoven- 


sack tests prove. A 
(charts & tables) May 2? 


H 


Hewali 


$10 million pace on Oahu ded!- 
cated (N) Feb. 14 


Heat Pumps 


AIEE winter meeting—heat pump 
future becomes brighter, Feb. 21... . 
All-electric home seen at hand—-pro- 
motion of year-round heat pump. 
Philip Sporn, Apr. 25 
Decatur, Ala. opens ce 
building using heat pumps, Feb. 7.. 
E offers smaller, compact heat pump 
(N) Mar. 28 ace dbapewe 
Sewage jant uses heat 
a for sludge 
S. Smith, Apr. 
— Electric of Missouri Promuocion, 


World's first al!- electric commun nity 


igestion hreting. - 


"130 


Dunkle 
°63 


heats pumps in 431 homes, June i 134 


{R) Reference Sheet. 


January-June, 1955 
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Heating, Commercial 


Vol. 143 





Chinchillas i ted and pr d 
electrically, Apr. 4... .<6..eees0e00-9118 
Commercial electrie cookin —re: 
(charts & tables) Mar, 21..... eagt 
Electronic cooking unit (N) Jan. 3. *6 
a heaters for bus stops, 


Outacet movies ag ae heater. 
H. D. Randoiph, Fe 3. 
“hier 36° heaters meett ice on planes. | 


what’ ‘s wrong with the heating ies 
Opt BEA BB iwccccunscscccceessune 

Your best bet for electric “heating 
sales. S. S. Sansbury, May 16....... °148 


Heating, Industrial 


Compact infrared oven fills ae 
beng needs fewer men. H. F. M 






BOD. BS os cdvcessesis ave 
Dielectric heating equipment for pl 
tie sports jacket manufacture. Adm. 


J. Clark, June 27...... seécgven S06 
Electric degreuser utilizes 13 resist- 
ance heaters, Mar. 21.............- 168 


Electric salt-bath furnace saves time, 
toll, trouble. K. H. Breon, June 13.. 130 
Electronic heat thrown off during 
tests of thyratron tubes being used 
for heating at GE radar defense 


equipment plant, Jan. 24........... 01 
Extrusion improved — heater- cool. 

er combination, Apr. 4...........+. 12 
First electrically heated “Ohio rer 

cuts cost (N) Jan. 3.........-546- 16 
Heat-treating facilities ups blade out-. 

put. D. BE. Dome, May 2............ 
Immersion heaters for Leptine caiyitat. 

regenerating oll, Feb. 21....... 162 
Induction heater cuts billet heating 

costs. P. H. Henrichs, Jan. 24......°196 
Induction heating for glue drying, 

Me, DE vena cedasas tegs abs0e 
Induction heating for griddle blanks. ° 
E. D. Anderson, Mar. 21........... 
Industry profits from —* iieskee 
1EE conference, June 6.. °25 
Infrared bakes bread fast, “outs ‘labor. 
EB. Stout, Apr. 4.......6.+5. 112 
Infrared Gryinge of insulator bodies. 

D. E. Alexander, Feb. 21... ~ 9148 
Infrared halts cracking, Jan io. ao Baw 
Infrared lamp bank salvages motor 

pediy shells. R. F. Meinberg, Feb. . 

KEDESs ROSES) Adem EEE ESHER EDS 14 


Radiant heating elements for soften- 
ing viny! cloth, Apr. 4. 112 
Strip heaters speed burial vault out- 
| ee *130 
Strip heaters warm dashpot damping 
oll In platform scales, Jan. 24. 198 


nded 
brake linings. J. R. Wark, Jan. 24. .*196 
Tunnel kiln cuts baking time 60%, 


PRRs B6 og shewddowes ce teds heaeesee 
Underground heater ups lazy oil well 

output, June °154 
Walnuts dried electrically (N) May 23 °61 


West Penn selis induction heat to 
steelmen en masse. F. F. Dickmann, 
May 2 Eneeresddcvedsesegeescenve °62 


Heating, Residential 


Iowa shows gain in electric cooking, 
21. 


water heating, Mar. 21............ 173 
Tomorrow’s all-electric house is here 

today (N) Jan. 17 “15 
What's cooking—not electricity” (B4) 

Pa ee eden ob bib wae caen eeanesete 5 


What's wrong with the heating in- 
dustry? May 16 a 


Hells Canyon 


AFL union contributes $4,500 to 
thwart Idaho Power's proposals (N) 
Jan. 31 . 27 


England, B. L. cites cost of federal 
power to N. J., June 1 
FPC postpones decision (XN) Jan. 17. 18 
Grass roots hearings stir political 
tempest (N) Apr. 18 sane” 
Hearings resumed in Northwest (N) 
MDT. ED one + andes dotscesvisgecsess 10 


Idaho Power—FPC rules in favor of 


Brownlee Dam construction (N) 
Be So ce thatlinen buneedeah » 92 

Measure is scored by Roach (N) 
A , . 103 

Senate Interior Unit hearings cod 
May 9% ° s 


Hydro Stations (see aiso Capacity Additions) 


Alabama Power Co. gets hydro proj- 
ect permit (N) Jan. 17 


Albeni Falla project in Idaho (N) 
SOG. FF cnces pasdvnd ° °43 

Alcoa gets FPC license to build $10,- 
millien project (N) Mar. 28... 15 


B. C. hydro system planned, Mar. 2: 219 
Big ve little dame—a battle of bo 


oe SS TT eee 62 
Bonneville Dam fish facilities planned 

by Army Engineers (N) Jan. 17 27 
Bonneville Dam ppeteee and baffles 

restored, Feb. 71 . -*120 
Box Canyon power due, “Apr Eee 
Brazil starte Paulo Affonso Falis 


plant, Feb. 7 


(Bd) Editorial. 





Northweat 
mament to in construction. 
¢ oo oo eS mye 231 
“hief Josep’ t com) 
tion (N) Jan. 17..... . *20 
Dalles river bed } 
vision (N) Feb. 28.... ess &f 
lans mage Agwan Dam ® in 
Feather River “project | ‘endorsed by 
q Feb. 7....... eancne 248 
a, hae pe Electric erects pen- 
for project on Connecticut 
corer bat) Jan. 3...... °20 
New England hydro hearings ena (N) ont 
Pacific G&aE e ts to start Kings 
River work in 08, Mar. 21........+. 220 
Pelton Dam back Co 
ruling (N) Jume 18......-<cceeec00+ 168 
— Sup Mae Co. of Oklahoma offers 
Markham Ferry power asd 
GRDA's other hydro oneray ay) es 
Pubs push ‘site ‘studies for Priest 
apids, Rocky Reach (N) Apr. 11.. 43 
Purple Lake project contracts award- 
ed (N) Feb. 88... ..-00 se cee nveees 69 
Roanoke project. progress (N) Mar. 7. 976 
Southern California Edison asks FPC 
for permission to be ah hydro- 
electric project (N) Jan. 17........ a4 
Survey of water conditions for hydro 
output (N) Jan. 31...........+. 63 
— Rock Dam gates to be furnished 

by Baldwin-Lima, June 13......... 176 

Table | Dam unit bids open April 
ER, DOM. Bvccwecsvccccgecuasess 254 
Tustemne issue goes to Congress (N) 4s 

BO Ee eis ds Wikak ences cnemeinas 

Washington ‘WP starts Pieasant Val- 
ley, om Sheep Dame site tests 
CHP BOM Tic cocaccvsvcncaveiveree ou 

Washington Water Power uses Noxon 
Dam model to study construction 
cost savings, May 2.........+..«. ++ 950 

I 
Industrial A, 
oe ey airplane-dock speeds loading, | > 
DO bnosedeenspecoetiensed 

“Electric parking iot” keeps milk 
OBIE, MOF 16.0 ccdnccscesendusveces 2 

Electronic machine seals plastic gous 
quickly, L. J. Langevin, Jane 27.... 154 

Fan exhausts type fumes, Feb. 7. 116 

Heat pump used in sewage digestion 

G. B. Smith, Apr. 4......+eeecernee *110 
Ice machine saves time and trouble 

when filling coolers. Charles Keller, 

OE FT weahtanenesdsedeis eo ons wooo e983 
Iron-ore unloaders, May 30......:...« 138 
Pasteurizer — costs and improves 

le, FOR. Bh. ccvccssccsedecene -*162 
re —- ion. bowling business 30% e108 
Pretzel production ey improved 

with automatic water heater and 

electric fans. L. Albertson, May 2. .*100 


Radlo-frequency heating plant dries 
birch billets continuously on con- 
veyor systern, May 230 

Tire recapping electrically—key 
economies. W. Mu 

Two- peenenes contro! for machinery, 

1 


"hee. 
Union Electric Co. of Missouri sisiaee 


leock, May. 20. arty) 


162 


productivity forums (table) May 16.°114 





Industrial Relati Empl Training 
and Welfare, Labor) 
Insulating Olls 
Doble Cilent Conference—warns of 


crisis in insulating off (N) Feb. 28. 
Westinghouse announces Lane change 
on olls (N) Feb. 28. 


Insulation 
Allia-Chalmers develops new silicon 
insulation April 18 
Compressed air and calcite cut insula- 
tor cleaning time. A. J. Devereaux, 


BOG Ge anectdccosurerssvvegssonnes 
Special set-up cuts insulator tiene test 
0%. June 1% 


Therma conductivity: ot pire  eover- 
ings (chart) (R) Mar. {1 

Thermal conductivity of refractory 
materials (chart) (R) Mar. 7 

Toledo Edison improves line perform 


ance with inaulation, shielding 

changes. H. H. Deean Jr. (table) 

Meee, BE oc ccnudsdedvcecsosedeueres bad 
Inte reonnections 


Idaho Power's Baker-LaGrande link 
meane more efficient power use for 
Northwest (map) (N) Apr. il. 

Interior Department 

Dissapproves extension of qateet 
wit Citizens Utilities (N) Jan. 

neroh 


Recommends part ip development 
of Trinity River project (N) Mar. 7 


* Illustrated. (N) News. 


117 


18 


16 
™ 


sort, aalpped te skipped te 
Rainmakers at work 


@® Sean "GS Boe Bo nnees 


L 





Babee seve ate Spee Dtaihg aa Wee 


Arizona tg a average 
averese careleus tehesen’ hh taheas 


Change ‘in price poitey studied (N} 


Jan. wep sees 6g us tec ee eRe eens 
Taber past ON) Jam. BM... ences sees 

sumers Power Utility Workers 
Union of with 


(able) 7 
Honolu for 


Prope 
building N Mar. 14.0... c cee wevne 
w jen against Gee justi- 
.. sane sc cede “sc ka’ eaggase 
contigs, P°kcimbalh, Mar Fee 
Penn Transformer and USW ilong- 
term contract <N) ee Bie udosecss 
resum 


‘% wage hike (N) yume 6. 
wage 
w rty 





os. 
¢ votens as strike ae (N) Mar. 


eee eeeee 


Union * activities—how “tar can’ em- 


ployers go in questioning workers 
at) Feb. 14.....-... Cts veveceseges 
UWUA ends Consumers vous strike 


CN) Mar. 14........... waresesee 
Wisconsin. ‘er ‘and TnEWw te 
2% wage boost (N) Mar, 14....... 


Legislation 
A- ry + vege asked in new bill 
{ r 


Appropriations bill Passes ‘giving “BPA 
$400,000 to continue contracts with 
Misesour|-area o- 

Arkansas Gov. ai 
territory bill oo Mar. 9 

Arkansas P&L and “ip 

— co-ops | we Phat lant 


eetewe + ees 


a ae 





0. epeennh aockiblas os Ca renaekees cess 
Columbia Compact ‘stalled in Wash- 
ington legislature Mar. 21 
oe Cesare to talk up power \aaue 
CHD FOR. Becccccvccsecsssess on 
Grand qone.. Oklahoma, ievel decision 
CN) Jan. 3....... ‘ 
Hells = RS grass roots 
stir political tempest (N) Apr. Heed 
Hells Canyon measure is scored by 
Roach (N) Mar. 21....-0.sseeeenss 
Holding Com y Act revisions would 
geomet A tee vatlity financial ven- 
tures (N) May 30........ veteeeess 
John Day —biit ‘offered 1o get ete! 
ship rolling May 2....... gee 
John Day O eapeetes (Ny “May 3°: 
Jone i prapean points way "mas 
a 


eee eeene 


FW FS nucvcvesssens 

Laws should regulate, not ‘ruin. RLY. 
Smith, June 7 

Maine's ban on power “export—repeai 
advocated Apr. 4... 6456 ec cnccnune 

Memphis seeks ermit to build plant 
to compete with Dixon-Yates proj- 
ect (N) Mar 14... .....+-++ 

wera Reeortces Columbia bat “Jan. 


i FORO OO. ccc vesoscneseserns 
Niagara Project—le wre on three 
fronts continues APT. 4. cceuee 
Oregon bill calls for public power 
mission Apr. 18. ....6.660ee 
Creses House Committee tables util- 
ity bille (N) Mar. 28........ 
PUC revistons saked by Penneyivania 
bille Mar. B2...6--ceceune 
Quinton, Harold address before BEI 
convention—fight to correct unfair 
statutes, Jume 87... 0-6. cnervncee 
REA asks more practical loan ‘legte- 
lation Mar. 7......seesee conecess 
REA funde__Whitien froup vot —e - 
million ie Law spd formula 
repeal (N) A aseeesas 
Tacteuge tne ‘gees to Congress cs 


_* oense 
i enttioga oa hits 2 “ in- 
ae pene ( ft... nS Bl. ..++- 
House 


oeprnos saad 
Upper Colorado project is passed by 

Echo P ark Dam (N) June 27..... 
Upper Colorado r? te unit 


jp Raver Rterage Veqgess 

President (N) ior. oon 

Wyoming ture kille tax 
exemptions, Mar. 21... 066s. ceeene 
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56 


49 
61 
SI 


65 
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7 
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990 
* 
™% 
232 


New lighting ideas, Apr. ¢....... 


lighting, Commercial 


ete certified lighting Sragmem 
CN) Jan, 3 
Coegeene 
High-frequency 

reacent system to 


uminated ceiling, diay 
* ehting—firet ‘fuo- 
. ht a building's 


house ( May $1 
indioanaeins starts certified light pro- 

sram, ae 4 173 
lee library lighting 

at Univ. in? calle May 2 -*412 
Overhead infrared hasmee chase chill 

at ice rink. L. BE. Anderson, May 9 °51 
— lightt "eet seat covers. «. J. 

an ° °$1 


San Francisco - ‘Downtown Garage 
dramatized with lighting, May 36. 

Trolley duct lighting in furniture 
store (N) Feb. 14.. ve 

Union College field house system 
proves flucrescents economical at 
400 cycles, May 2. 

U. 8. read program offers $3-4 billion 
share for lighting, Apr. 4. 1 

Washington, Pa. high school installs 
yenaces practic antes ) Feb. 
1 


-*145 


All- artificial lshting for spray paint 
ing booth, Feb 
Cabinet quality improved ‘with ample 
Hehbting. M. Jennings ‘Jr, ae. 
128 
Fluorescent dusting ‘ts time study sub- 
ject Burner, Feb. 7 *116 
araft- 
«N) 


Fluorescent 
ing room's 
June 26 - ‘ 

Fluorescent lighting aide 
works. . B. Cloer, Feb. 7 116 

_— | to low lighting for food testing, 

10... 116 


installation 
Hight to 


ruines 
100 ft-e 
*55 
pattern 


Indianapolis starts certified tlebt” pro- 
gram, Mar. 

Luminous ceiling for room for assem - 
yy of alreraft parta. N. C Vicha, | 


eis 
rollers bulla lighting flexibility. Mar 


Ultraviolet lamps banish bac teria i. 
locker-room smells, Feb 

Ultraviolet lighting reduces cold iasow- 
tion. Leon Albertson, June 27 sne"l 


ee 


“all-electric” 


ozier farm 
"ehtes (N) Jan. 2 


holiday 


Lighting, Street 


Comparison of street lighting revenues 
and costs of two companies. W. 8 
Lefer (table) Apr. 

Fluorescent system for Dallas, Tex., 


ar 

Fluorescent tilting fixture direction- 
alizes light {N) Mar. 14. °65 

—s = Ind. fluorescent dopant (Ns) “ 


GE street lighting film. May 5 
Goshen, Conn. o. endowed street 
lighting (N) June *6 
Indiana sells street hehe by keeping 
costs down, Jan. 24. *20 
Mercury street lamp works on 646. 
amp series (N) June 6 
Philadelphia, Pa. street lighting ‘im: 
rovement po announced (N) 
ed, 
Precast 
costs. F. 
Spokane 


street 
T. Hause, Apr. 
reaidentsa stalking 
emashing vandals (N) Apr. 
~~“ wot Highting, in the public interest 


lighted, 


lighting 
8 


Uninen anes ; Brea to be 
an. 


Citizens Utilities Co. loses sult to get 
oover wer (N) Feb. 14. 46 
Colorado Utitity defends right to serve 
project, b. 7 
Grant 


149 
County PUD ecw okay o 
Rapids construction (N) 


iN) Jan. 


court decision oe - 

power-line come (N) Jan. 3 

Pelton E Dam backed by Geateree Court 
ruling (N) June 13 

Pelton Dam licensing dispute heard 
by Supreme Court (N) Mar. 14 

Philco sales suit (N) Jan. #1 

Public Service Co. of i a injune- 
tion oa. dismissed, Mar. 7 1 

Tacoma 
ey 

TvA 


ar. 
Jo plant extortion case 


a 


oy Light's dovelenmnens of 
River in court (N) May ‘¢ 
VEC—no contract breach (») 


Met 
Utilities can't ‘sue ‘is fede 
court ruling (N) May 9 


Se 


storm? 
cocecee 68 


ou conte for a 


heat 
an ) Jan. ‘ee 


(Ba) Editorial. 


storm forces utilities to 
restudy distribution design-report. 


Edward Alicn (charts & tables) Jan. ae 


10 
‘Transformer load gauged with com- 


Ee. naaesaapntl & a, 
: *128 


Corn cobs clean motors, Jan. 
Electric band sa 
Charles Keller, Mar. 7 
Electric reduce 
time, Mar. 21. 
Flucrescent dusting is time study sub- 
ject. A. J. Burner, Feb. 7... 
— insures complete 
tion. W. M. Fletcher, Jan. 10. 
Helicopters save money, manpower, 
time at Ontario Hydro, Jan. 10... 
Hot-stick mounted gun greases clamp, 
sesucins TVI. P. N. Tugman, June 


shielding changes. at 
Edison improve line per- 
H. Dugan Jr. (table) | 


Insulation, 
Toledo 
formance. H. 


Job dispatcher ‘board cuts work. stimi. 
mates bulky log. Ernest Mills, June 


is 

Kitimat $30-kv lines downed by ava- 
lanche (N) Feb. 14 

Maintenance expenditures 
tables) an. 24 

Management should look a expense 
control. J. T. Kimball, Ma 

1964 heat storm forces utilities to 
restudy distribution design-report 
were Allen (charts & 


(charts & 


Old cutouts sectionalize series street 
cireuits. Charles Keller, Jan. 10... 

Parallel-blade saw saves time on diffi- 
cult job. Charles Keller, Feb. 7... 

Rubber disks guard wire brush 
bristies. J. Bowen, Jan. 24... 

Special washing vat cleans mete 
oe cuts time 85%. W. M. Mills, 

27 

Station shutdown for pipe eg 
eliminated by using nylon balloon 
to plug condenser pipe line. 4 
Khare, Apr. 18 

UN maintenance board saves 
Apr. 18 


Management 
Economic dispatch-management faces 
decisions on new methods and tools. 
oe & Westrate (charts) Apr. 
Expense contro} for more efficient 
cperation. J. Kimball, May 7. 
Georgia om duniiton utility course, 
Mar. 
More oni for “outside” 
(Ba) Apr. 11 
Personnel pe OES can boost com- 
pany’s earnings and profits 
Boulet, Mar, 21 


10 
w proves versatile 
. 


*126 


*119 


tables) 
*6 


.*100 


113 


-°194 


112 
*80 
*186 


Southwestern G&@aE aaee mansgement 
Mar. 28 *18 


conference (N) 
Union Electric Co. of Missour! district 


productivity forums (table) May 16.°114 


Materials Handling 


Trailers) 
Alcoa ASCR on new reels reduce fleld 
Apr. 11 


setups (N) 
Cranes sp 
former move, Jan. 
Dollies move equipment over narrow 


(see also Trucks and 


°59 


over and under trans- 
4 1 


easements Van Aredol & Golliver, 
*1 


May 30 .. 

Electric conveyor expands warehouse 
storage space. J. M. Jennings Jr., 
Jan. 10 . 

Generator moved 9 miles overland on 
deck of planks and special trailer 
to Morro Bay site in 8 days, on. 


Hoisting wire 
easier, Fe 
Lifting rig raises generator by 
ne straps”. H. O. Hodson, 


a made safer ana 


“it? . 
Feb. 


108 


118 
‘114 
°130 


Man-lift speeds ‘stringing of crane’s 
*1 


trolley line, Apr. 
Modern methods cut coalpile 
P. W. Zivmke, Mar. 28 
Portable gun carriage aids —, 
changing. A. Strameki, Jan. 10. 


L. 
Metals 
Aluminum production for 


for ‘1868 «®) 


January, 


Mar. 21 
Aluminum Production 
Mar. 28 


* Illustrated. (N) News. 


°106 


Alumi duction in U. 8. up, 


‘is aii- time Sigh 





May 2 ..-csseee+s 
AS 1884. ‘eb. 7 
in ° 
MO), May production up “jn “Maren 
: estic prices may increase 
eo(charte) (N) 4 


Mar. 1 
ae esushion bright (N) Apr. 2 
Se © production down (N) Ma 
Fane 6 


e6 
Copper production up, May 
Copper production up for January, 


Mar. 21 
Copper shortage requires government 
aid (N) Feb. 21... 
Copper supp! 
tight (N) Mar. 14 
Copper supply i 


Meters and Measuring 
Acscumtant view spots. econo les. 
R Schneider, May 2 : 
speeds Saar 
Rauth, June 13. 
setting. 


Aapanaatan 


A. 
Cluteh speeds chart 
Baker, May 
Combination hwar- voltmeters spot in- 
cipient voltage troubles on feeders. 
McNicol, June 27 "1 
Demand- watthour meter records ap- 
pliance load. M. D. Jester, May 2 
Let's scrap inadequate meters (E4) 


May 
Mase retirement ‘of me rs proves un- 
economicel. W. Dye (charts) 


Apr. 4 
Meter engineer rates obsolescence. 
P. W. Hale (chart) May 30 
Metermen ames at the 
(Ea) Apr. 
New panel RI demand meter test- 
ing. S. A. Langell, May 39. *1 
on justified. 


replacement 
tables) 


(charts & 


meter 

W. Gerell 
, 4 

Survey of meter and service woe 
(charts) May 36 

Two new universal meters solve to- 
morrow’s metering Sreems Cc. V. 
Morey, Apr. 4 

Ultrasonic meter 
tunnel, June 138 


Mevico 

Border appliance market, Jan.10 

Mexican L&P silver-iodide seeding in- 
creases rain by 15%, June 2 

New power program (N) June 13 

Nexaca to Mexico City line, 
world’s longest transmission 
being dismantied (N) May 23... 


Microwave (see Communications, Controls) 
Models 
oe a power plant model 


measures “flow 


CN) 


Washington Water Power uses Noxon 
Rapids Dam model to study con- 
struction cost savings, May 


Motors 
Corn cobs clean motors, Jan. 
$3,000-hp motors for transonic and 
supersonic wind tunnels, Mar. 7. 
Reactance meth used to calculate 
short-cireult current produ 
motors. . Koppenaal (tables) 


28,000 motor hp pote Tennessee 
chemical plant, Feb. 7 


Municipal Systems 
California Electric Power withdraws 
bid to buy municipality, Feb. 21.. 
Denver Water Board orders water 
conservation (N) Jan. 


N 


Natural Resources 


ne. water shortage enemas, 
California "water su 

low average (N) 
Cipases water report gE aN) 


oor, 
N NYIAC. final hearing. Feb. 21 
oy hearings on 
wrees report (N) Jan. 3. 
Partnership ledge renewed by Pres!- 
dent (N) Jan. 17.. 


Niegara Project 
Army Corps of Engineers avprove 
twin tunnels (N) May ‘ 
Army Engineers schedule 
CN) Mar. 
Congr em 6° s bills on private plan (N 


Dondero prods White House for failure 
to back private power legislation 
(N) Apr. 4. 

—: spa debates Niagera bilis @® 

une 20 

Lehman pushes construction by state 
agency; Radwan favors Corps. (N) 
Apr. 


ree 
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Letter fron: ks new 


R. Moses spar! 
ag ee public, private piznus (N) 


New York charts its plan for Niagara 
(map) (N) Jan. 

N. Y. State public power forces split 
(N) May 2 

Supreme Court action threatened ‘on 
Niagara (N) Apr. ‘ 

Tuonel favored (map) (N) Ap me Beat. 

You were right, Mr. Moses (Ba) Feb. 7 


Northwestern Activities 


Bonneville Dam fish aeitiee | oc ae d 
by Army Engineers (N) Jan. 17 

BPA cuts power (N) Apr. it. . 

Bruces Eddy Dam—four companies 
urge Federal government to join 
in construction, Apr. 18. 

Chane basin summer water outiook 


) Jan. 


Columbia compact atrtled 
ington legislature, Mar. 

Dams slated (N) Mar. 28 

Drawdown of 2 NW dams aids power- 
short area (N) Apr. 11.. 

4-state Columbia contract pré¢ 
northwest power group (N) Mar. 14 

Hella Canyon hearings resumed in 
Northwest (N) Apr. 11. ‘ ane 

Idaho Power to complete tie with 
Northwest Power Pool, Apr 

Idaho Power's Baker-LaGrande fink 
means midore efficient power use 
(map) (N) Apr. 11 

Idaho Wildlife Federation supports 4 
NW dames (N) Jan. 17 we 

Joan ivay finincing discussed (N) Jan 


ed 


Day proposal po! nts wey (Md) 

ny 23 . 

McKenzie Dam hearings set for June 
7 by FPC (N) June 6.. 

McNary Dam 2nd largest power pro- 
ducer in NW (N) May 23. ; 

ae’ Suebien redrafting Columbia bill, Jan. 

Natural gas pacts will benefit electric 
utilities (N) Jan. 3 

Northwest Electric Light & Power 
oye Sage northwest problems 
(N) M ° Aeneas 

Oregon nit eliminates fish commis- 
sion veto power over hydro develop- 
ment plans (N) May 23 nbee eae 

Our industry faces critical years. K M 
Robinson, June 27 

Pelton Dam backed by Supren e Court 
ruling (N) June 13. 

Pelton Dam licensing dispute heard 
by Supreme Court (N) Mar. 14 es 

Power review (N) June 20 

Priest Rapids construction by 
County PUD okayed (N) Mar. 

Priest papite construction plans set 
(N) May 16 

Pries: Rapids Dam—Gov. Langiie of- 
fers to aid Grant County PUD (N) 
Mar. 

Puget Sound Utilities considering $670 
_ investment by 1964 (N) May 


Grant 


Puget Sound Utilities Council sets up 
office for A-study, Apr. 4 

Rural! farm pancins sales committee, 
Jan. 24 

Streamflows relieve 
northwest, May 16 

Tacoma, Wash. Board to up 
rates (N) Apr | ee pamee 

Tacoma, Wash. and state agency 
agree on fish program (N) Jan. 31.. 

Truman's NW blast answered by Mc- 
Kee (N) June 27 

Vancouver, B. C. installs chain cur- 
tains to divert young salmon (N) 
Jan. eee 

Washington State PUD's reveal 

21 . 


pow er- ‘Dp nehed 


power 


ley, Mountain Sheep Dama site tests 
5. . 


(N) Apr 
Yakima Indians fish rights charged to 
alles Dam, May 30 


Nuclear Power 


A-risk data expected from insurance 
firms, Apr. 4 . 
plan of "electric unite is 
made available (N) Mar. 21........* 
AMF plans reactor for private re- 
search, Mar i . 
American Power Conference speakers 
reveal nuclear cpa SeeDeHEEe, 


r. 18 

Atom nw ‘workability discussed iS) 
Feb. 7 

Atomic energy law hearings open () 
Jan. 31 

Atomic law—industry spokesmen ‘ask 
aed freedom of data (N) Mar. 

—— law patent right changes 

ht (N) Feb. 7 

Atouta production safety, Mar. ti 

Atomic test—power lines stand atom 
blast well, May 23 . 

Atomic test—with utility men observ- 
ue. Cperaticn Cue J. Kovaictk, 

a 

naw. Aare ‘contract for University 

of Michigan reactor (N) May $.. 


(Bd) Editorial 


Vol. 143 


44 


*106 


€2 


174 
106 


*1 


-°205 


03 


Baw ty, Game reactor parts plant, 


2 

Battelle Institute to on a 1,000- kw 
reactor, Mar. 7. 

Britain may beat = & 
power (Ed) Apr. 11 

British h-w reactor is first of ten (N) 
June 27 

Combustion Engineering PS 
facilities to build nuciear reactors 


to” ‘atomic 


( May 

Consolidated Edison airs geslgn of 
236-Mw atom pines. Apr. 

Con Edison asks bids on ‘eae 


financed 200-mw atomic plant (N) A 


Jan. 10 

Consolidated Edison's H. R. Searing 
outlines company’s plans for com- 
mereial use of soctear power (N) 


Feb. 21 

Davia, Kenneth ABC's “new chief of 
reactor development says producers, 
not utilities, should lead in nuclear 
development, Mar. 28.......- 

Demireralization provides pure water 
for jomorrow's —— J. D. Yoder, 
June 

a 


Ja 
Detroit Edison's plans atomic power 
plant—APDA considers 2 sites (N) 
Mar. = bceasieon 
Dual cycle offers atomic shortcuts. 
Mellor & others (charts) June 13. 
Dual-cycle reactor from GE (N) June 
18 


Duquesne Light marke 75th year and 
ties its future to the atom, May 2. 
EJC’s General Assembly to hear nu- 
clear talks (N) Jan. 

Foreign atom aid okayed by congres- 
sional unit (N) June 27. 

Foster Wheeler offers 100-mw nuclear 
plant (N) May $.. ® 

4 A-power plans (N) Apr “is. 

4 factors control atomic plant 
PCEA meeting told, Apr. 4 

Franklin Institute unit 
atomic plant design (N) Jan. ‘ 

General Dynamics starts see of re- 
actor systems (N) May 

GE's atomic power plant pes, oN) 
Mar. 14 


ec osts 


GE reactor expected to vie with ordi- 
ey 


nary steam plants, May . 
GE reactor prediction (N) May 9 es 
GE ships its largest reactor, May 16. 


6 
“0190 


Great Britain plans 2nd atomic pee 
*1 


plant (N) Jan. 3... 
Great Britain reveals wrea 
progress (N) June 13 
Great Britain trains atomic 
cians (N) Jan 
Great Britain works out atomic waste 
disposal (N) Mer. 
Great Britain's pee for ” atomile 
power stations (N) Feb. 28 
Home reactor furessen for 
cooling (N) June 14%. 
Industry assumen atomic 
gE. H. Dixon, June 
Industry responds tu reactor program 
(N) Apr. 11... 
Kaiser designs reactor iN) June 27 
Learn first from small reactors. 
L. R. Hafstad, June 27 
Manufacturer is insured tor radioac- 
tive products (N) June 1 
oe | wants atom power (N) Feb. 


” heati ng, 


Nautilus, U. 8 ‘Navy's PWR- powered 
submarine trial rune (N) Jan. 24. 
Never underestimate the industry 
(Ed) Apr. 25... 

North American ‘Aviation 
nation’s first Industrial 
actor (N) Mar. 21 

Nuclear ash—-No. 1 atomie headache 
(Ed) Feb 

Nuclear enerey on share-the- expense 
(tables) (R) Jan. 24 

Plans for atemic power 
proved by 7-company 
May 2 

Reactor 
Atom ic 
(N) June 206 r 

Reactor insurance plenne4t (N) June 
6 ° . ee 


“plant ‘ap- 
team (N) 


design 
Industrial 


details explained— 
Forum meeting 


Reactor proposed, Jan. 10 

Rehabilitation of A-fuel is vital. 
Ward Jr, Jene 27 

menos of A-livensing asked iN) Apr. 
i1 


readied for 


Same old story (E4) Apr. 25. 

Shippingport seeks nuclear 
P Fieger, June 27 

Soviet A-power plant (N) Jan. 31... 

Soviet’s first atomic power station has 
reactor embedded in conerete (N) 
Feb. 14 

Study croup ‘pet up to we A-use (N 
Apr ° 

u. § ate awards sub ‘peactor con- 
tract to Westinghouse, Mar. 

U. & epens world’s first international 


rules A- Plante, 


12 


school of nuciear science—19 nations 
o 


come to stu4y atom, Apr. 25 
Wanted: insurance coverage for atom 
power facilities, Jan. 24 
Waste disposal problem curbs n epee 
plants (N) Apr. 26 ‘ ‘ 


* Iilustrated. (N) News. 


leadership. 
*) 


184 


w 
CN) Apr. 26... 


June 6 


Poles 


Auto crash leaves mates pole on 


e 
Jack develo straightening | 
poles. M. L. Monson, Apr. 4 
Laminated pixe ee te 4 supplied 
ar. eustes 
mobile a pe eS ‘ratsing jong 
les. M. Fletcher, Jan. 
Modified ‘structures a 
lower volta 
Oklahoma G& 
use. 


ole ay abets ionger 


¥ 
Practice pole goon ‘ap and away” 
for storage, Jan. 
Precast bases cut street lighting ae 
F. T. Hausle, Apr. 18. 
—- ae repigeements ‘during ‘heat 
orm, 
Utilities ally, against woodpeckers. 
dD. June 20 
Wood poles with steel crossmembers 
selected for substation structure (R) 


Power Policy 


Boulder City should not be free of 
supervision, Hoover dam 
oteretys testify (N) 


Governor Knight backs San 

Luis transfer to Feather River proj- 
ect, May 

Carolina P&L va co- ops over arrange- 
— for wh isling Kerr Dam 

© (N) June 13. 

clark "Hil wer—can REA soive 
marketing problem? Feb. 7 

Clark Hill power—(Georgia 
facilities would be used in proposal 
by =A. Yeas to integrate power 
(N) M 

Calsuade’ 


17 

Congressional Committees—what hap- 
pened to the esptrease-anaanyer Apr. 
i8 


Co- -op man * 
power (Bd) ay 

Democrats sent pone investigation, 
May 30 


Dizon: -Yates see separate heading, 


Dixon. Yates 

Baton, Cyrus 8.——buys back into utili- 
ties as he sees a trend toward 
private ownership (N) Mar. 7 

4th Congress to talk up power tasue 
(N) Jan. 3 

Eisenhower continues ° me 
policy (N) (table) Jan. 

ioowte companies ane. “ain (Ed) 


Ma 

Feather River project 
Calif. governor, Feb. 

Free enterprise ts interdependent. 

H.C M — 2 June 27.. 

Fryingpan- -Arkan: “partnership” 
pushed (N) (table) Mar. 2% 

Hoover Commission proposes to trim 
judicial functions of FPC and other 
regulatory agencies (N) Apr. 25... 

Hoover unit revises views on federal 
power (N) June 26 

House Appropriations Committee or- 

anizes new unit to handle power 
unds (N) Jan. ; 

Idaho Power—FPC rules in favor of 
Brownlee Dam construction (N) 
May 16 

Is local government. losing out? “Dr. 
G . Benson, June ou 

Kefauver assails Clark Hii 
Yates (N) Apr. li. 

a ony. Gms. “power 


Apr. 
Ee taces 
M. Robinson, June 
Partnersh! cone ment of Yellowtail 


are by Pacific Power 
£ Light an and Mentens Power (N) 


Partaciti--teha. Day oK “expected 
(N) May ¢. eepeeee 


Partners» pledge renewed by Presi- 
) Jan. 17. . 


Our critical 
K 7 


initiated (N) Apr 
Partnersh wer policy, ‘attack 
nale (N) Mar. er 
. program def 


(R) Reference Sheet. 


Westinghouse enumerates atomic en- 
progress in 1954, Mar. 21...... 206 
Sctinghouss "to build nuclear teat 


eT 


1 
“one kv ‘with ° 


ee ‘Brady (chart & ered 
28 *48 
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vil 





Politics Guteg power measures Rens 


Private ow Pp sentiment is ‘tirm— 
ECAP pane je opinion survey 
(charts) 13 

x irrigation poliey op for 
teat (NM) Apr. 

Sound business Principies 
agencies (N) 

Subcommittee hearings 
polley (iN) May 22 

Trinity partnership pian Seeeepenses 
by Interior Dept. (N) Mar. 7. 

Truman scores ‘Aaminiatration’ - power 
policy (N) June 26. 

U wer weserene — actos advocated 
by Sterra Club, 

Upper "“Sclerato rejent clears first 
Senate hurdle, Apr. 4.. . 

“eS Colorado project in passed by 

subcommittes. eliminating 
Kcho Park Dam (N) June 27... 

Upper Colorado project—Senate unit 
hears plans (N) Mar. i 

Upper Colorado River Storage Project 
backed President (N) Mar. 


by 
~? were right, Mr. Moses (ma) "red 


ABC as a consumer--a meaningful 
statistic (Bd) May 16... 

Drawdown of 2 NW dams aids power- 
short area (N) Apr }1 

EEI's ith annual power ‘survey 
(chart) (N) May 16. ° 

Hoover Dam power cut forecast by 
low water level in cove at Lake 
Mead (N) May 30. 

Hoover Dam pow-> « ut to 656% of 1955 
allotment (N) June 27 

Idaho Power Co. purchases electric 
energy from Utah P&L (N) June 27 

Montana Power to ense Wyoming 
hydro shortage (N) June %7 

Public Service Co. of Oklahoma offers 
to buy Markham Ferry power and 
GRDA'‘'s other hydro comer CN) 
Apr. 4 P soe 


Public Relations (see «\no Advertising? 


Belgians coment CEl's Fastiake — 
(N) Apr. li. 

Carolina P&L “Finer Carolina” con- 
test awards, Mar. 


$0 


"40 
$1 


$1 


Carolina P&L provides ‘bus “atop 
| ee °22 


shelters with message, Apr. 

Carolina P&L, reports progress in 
“Finer Carolina” contest, May 2% 

Cleveland Co. sponsors color movie on 
seaway, Jan. 24 

Cleveland Blectric Tiluminati nog han 
dies charitable donations by through 
standing five-man committee (N) 
May % ke 

CEI plans trees for tomorrow, May 9 

Community rooms a public relations 
feature, June 20.. 

Connecticut utilities issue booklet for 
high-schoo! students on = oppor - 
tunities, May 16.. 

Consolidated Edison 
atomic energy. Feb 

Consumers Power opens ‘new meter 
bullding for inepection (N) Mar. 14 

Dayton P&L, tasues booklet for $th 
graders, Mar. 2! ¢eedess 

Dixon-Yates—a study in public rela- 
tions, June cmos ee 

Farm power use easay contest an 
nounced, Jan. 24.. ‘ ae 

Firet inventory, then «& museum 
(Ka) Mar. 28 

Florida P&L uses open mailings for 
1964 annual report, Apr. 18 

GE street lighting film, May 9 

Georgia House praises utility for aid 
ing state, Apr 

Georgia Power gift 
center, June 13 


builds: : youth | 


160 
274 

42 
*30 


226 


Hints for landscaping unit substations 
1 


(R) (table) Peb. 21 
Holding own ta not enough (Bd) June 


Inc's metal sheath heater course, 


ar 

Industry pamphlets, Jan. 16 

Interstate Power Co. changeable copy 
wlgn, Apr. 4 

Kaneae P&L spurs community eolf- 
help. Joanne Weaver, Apr. 25... 

Kentucky Utilities leases farm for 
agricultural research, Feb. 71. 

Long Island Lighting Co. adds om 
munity Relations Dep... Mar. 7. 

Niagara Mohawk launches + A POT 
campaign to sell advantages of up- 
state N. ¥.. May 16 . . 

Ohie Edison slogan (N) Jan, $1. 

Ohio Power sets ont trees for future 
Senerationsa, A is 

Pacife G&aE adde S-millionth meter 
(N) Mar 

Pennsylvania P&L spure” community 
development, Feb. 21. 

Private ownership sentiment ‘we firm— 
ECAP public opinion survey 
(charts) June 15 

PUAA better copy ‘content deadline 
set, Jan. 10. 

- ppaue “Fenton preeident Os) 


(B4) Editorial. 


VII 


30 


Weaetens ¢ explosion proves “disaster” 
Commonwealth Edison, 


5a PY aad 
sinchanter G&aE televiaes ite 1954 ap- 
nual report, Apr. 4. 
Spring and annual 
ar. 2 . 
Tampa Electric story” “told as tiny 
"ess lights up toy town (N) Jan. 


Television titles for February, Jan. 24 

TVA releases press handbook for 
quick reference, Feb. 21..... 

Union Electric survey reveals cus- 
tomer attivudes to company. Cc 
Faris, Feb. 

Utilities’ record will win support. Lv. 
Sutton, June 2 

Utility gains seen im rehabilitation 
ACTION program. L. Lindse 
June 27 


Public Utility Districts 


Chelan County PUD , ne | alter- 
nate dam plans (N) 

Clatskanie, Ore. makes final debt pay- 
ment, Apr. 4 

Grant County PUD to build Priest 
Rapides Dam (N) Mar. 7 

Priest Rapida, Rocky Reach—site 
studies (N) Apr. 

Snohomish County PUD gets permit 
for hydro project (N) Jan. 31.... 

Washington State ae reveal. 
pansion plans, Mar. 


R 


Radlo («ee Communications) 
Reclamation Bareau 


Awards transmission line contract to 
M. W. Larson Contracting Co. of 
Denver (N) Mar. 28.... 


Regulation and Rates 


Boston Edison gets revised wane an 
28 


Californis aa C ‘speeds up hearings, 
Feb. 1 
Central Maine 


Power Co. receives 


$1.1 million a year rate increase, 
. 


Jan. 10 

Great Britain’ - tele phone service uses 
RCN depreciation to prevent capital 
erosion, Feb. . ° . cae 

Home L t & Power awarded rate 
hike 

Idaho tizens Utilities Co. 
lace, cuts rates, Mar. 2 

Iilinola Commerce Commission rejects 
Iilinois Bell plea for economic de- 
preciation, Mar. 7 ot . 

Increases in rates (charts & tables) 
Jan. 24 oe . oube a's 

Kaneas © ity P&L gets hike, May 30.. 

Long Isiand Lighting hurricane a 
counting costa being coasidered by 
N vy Public Service Commission 
(N) Mar. 14 

Middle West Service Co, discusses 
ways of iner ne rate of return 
(N) Feb. 28 

New England 7&@T’s request for future 
storm coats denied, Mar 

North Carolina Public Utilities service 
order postponed, Jan. 24 

Oregon bill calla for public power 
commission, Apr. 18. 

PUC revisions asked by Pennaytvania 
billa, Mar 

PUC’s urged to consider budgets in 
setting fair treatment of rates. P. E 
Remington (charts) Feb. 14... 

Public Service Co. of Colorado Kets 
rate hike (table) (N) Jan. 17 

Potomac Electric Power gets rate in- 
crease, May 
ranton Electric gets rate hike es) 
“Jan 3 

Seattle achools get new rates, Feb ti. 

Southern Utah Power receives rate 
hike (N) Feb. 14.... eaée 

SPA seeks rate increase (N) Jan. 24.. 

State regulatory developments (N) 
Apr son 

Tacoma, Wash., ‘oara ‘plans to ‘up 
power rates (N) Apr. 11. 

Tacoma, Wash. City Light customers 
get bi-monthly billing. Mar. 21 

Utility bill tax suggested, Feb. 7. 

Virginia Blevctric & Power rate hike 
upheld (N) May 23. 

Western L&aT receives $297. 000 rate 
boost (N) Jan. 31.. 


Kelays 


AIEE winter meeting-——faster ground 
relays cause false trips, Feb. 21. 
rotection scheme saves 
» de Loache, Fed. 7 
Multiple selective reclosing }mproves 
breaker performance. N. J. Ciesna 
& others (charts & table) Fen. M4. 
Now relay scheme protects floating- 
wye capacitor bank. P. M 
May 
Test table calibrates street-light re- 


Differential 
$8,596 


lays four at a time vernon amy 
. 986 


Ana, Jan. 10 
* Iilustrated. 


Research 


B 4 W research harnesses heat, June. 


ck develops electric light SST one 


(N) Jan. 
Have utilities 


Industry research should be aca 
nated (Ed) May 23 

Obio Brass organizes ceramic research 
group, May 3 (ted etos 

Oxygen-hydrogen fuel cell peecuees 
electricity, Jume 6..... 

Utility engineers uphold 
research (N) Mar. 1 

Westinghouse has new steam 
Feb 


(N) Jane, 


Right-of-Way 


Artesia (N. M.) City Council rules 
Southwestern Public Service must 
pay cost of moving distribution 
lines for neo'w highway (N) Apr. 25 

Chemical brush spraying cuts costs, 
improves appearance. H. 

Mar. 21 

CEI plans trees for tomorrow, May ¢ 

Cost of relocating line to elec peo 
utilities in ‘63 (table) (N) Feb. 7. 

Herbtecidal brush contro! exhibition by 
Thompson (N) June 6. 

Kansas City service drop obviates 
theft. tree problems, contacts. H. R. 
Wade, Mar 


21 ° 
Relocation cests may be cut (N) May 
23 


Rockland L&P rebuilds its 
clear way for highway construction 
(map) (N) Feb. 7 

Transmission structure design con- 
serves right-of way. P. R. Heim, 
Mar. 7 ve 

T -wire- lighting 
aired (N) Feb. 2 

Utilities should, be spared relocation 
costs (Ed) Apr 25 > 

Utility relocation costs should be in- 
cluded ifn national highway bill 
(map) (N) Apr. 11 

Utility relocation cost studied 


‘problems yeers 


ay 
Utility relocation hassles flare in Ohio, 
Wisconsin, May 2 


Rural Electrification 


AIEE conference on farm electrifica- 
tion (N) Apr. 1l.. 

Biveprint for farm sales from Ken- 
tucky (N) June 20 

Connecticut distributes power informa- 
tion leaflets to farmers, Feb. 7. ° 


Hay conveyer. Carl van Hardenberg, 
. 


Jan. os 

Hen house cleaned electric ally. " Eldon 
Koehler, Feb. 

Inter-Industry Council Workshop dis- 
cusses will the farm-power-use ye, 
gram work? Feb. 

Kozier “all-electric” 
lighting (N) Jan 

Northwest to push farm sales through 
council, Jan. 24 

One pump serves house and fields (N) 

une . 

RMA group urges more farm research 
(N) Mar. 28 

Rural power use needs teamwork a) 
J 3 


an 
Watch the growing rural market & 
June 20 


Asks he ore +r LORE loan legislation, 
Ma 


Can REA solve ‘lark Hill marketing 
problem? Feb. 

Celebrates its 20th “bi rthday (tables) 
June 6 

Co-ops submit expansion plans (tables) 
(N) Mar. 14 

Defers payments on ‘Columbia co- op 
loan (N) May 

Financed systems (tables) Jan. 24. 

Formula repeal etpected (N) Mar. 28. 

Generation and tranamission loan to 
Colerado co-op is first such loan 
under GOP (N) May 9 

Hoover unit urge abolition «N) 


L es S ty, « Solo. 
Apr ‘ 

1954 oe MY (N) Feb 28. 

President Eisenhower si ens ‘new state 
allotment formula (N) June 27 

Rayburn, Sam praises REA members 
(N) May 28.......... aoe a<ge 

grant loans for off-peak controls 

(N) Jan. 21 

Whitten group votes $5 million more, 
Nelsen backs formula repeal (N) 
Apr. 4 wé 

Who was right" (Bd) Apr 11 


“power war” 


Kussia 


Electrical goods production gained in 
1964, Apr. 4 

Firet atomic power station ae reactor 
embedded in concrete (N) Feb. 14. 

Power output in "54 reported to be up 
11% (N) Feb. 25 

Training of aes increasing ay) 
Mar. 14 


(N) News. (R) Reference Sheet. 


January-June, 1955 
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Kural Hiectritieation Administration (eee also 
Cooperatives 





Ss 


meeting-—-studies may 
cut shock deaths, Feb. 21.. " 
Atomic production safety, Mar. 2i. 
Fog system protects equipment “at 
Eastiake Power Plant, Jan. 10..... 
Guard used when inflating truck tires 
Dean & Hill, Feb. 21. ° 
Industrial batteries safety check. K. A 
Vaughan (R) Apr. 18.... 
Pushbutton control for 
May 
Safety 
June ! one 
Spring keeper iraproves. safety in in- 
terrupter job. Crooks & Coe, May 


Safety 


AIEEE winter 
190 
205 


°98 


machinery, 
16 shomaenue 
rules readied for aplaits, 
; 


16 
21 co- te reduce accident rate, 
28 R 


Alcoa's contract hearing set (N) June 


Barnhart Isiand Po werhouse—$36 mil- 
Hon low bid (N) Apr. 25... 

First St. Lawrence {ower sought 
four buyers (N) Apr 25 

New plan for regulating “Lake On- 
tarlo’s water levels, Apr. 4 

Turbine bids (table) (N) Jan. 


Seles and Promotion 


Adequate wiring—how to get bul iders 
on your side, June 27. *168 
- ~<y wiring promotion via TV, 
Feb. -*118 
Appliances sales for 5 sho ul id be ‘up 
(N) Jan. 31 
Arizona salesmer 
to sell 


“jecal 
(Ni 


tive 
clothes 


pitch 
dryers 


Auto output: to 
(charts) (N) Jan. 3 
Cleveland Electric 
“Guaranteed Delight” 
paign pulls more 
pected, May 2... 
Cleveland Electric Illuminating ups 
dryer sales 50% with money-back 
guarantee (N) Apr. 25 
Commercial electric cooking—report 
(charts & tables) Mar. 21 . -9115- 
Detroit Edison's cooperation with 
builders for adequately wired ro 
electrically equipped homes (N) 
Jan. 17 miree 
EE! award winners for 1954, Apr. 18. .°166 
EE! planned-lighting mailers, May 16 167 
EE! range campaign—ride that range 
campaign (Ed) May 16 “ 
EEI range campaign— 
cleanliness, May % . 
Conteugnae-—1 ales 
to tmprove rates 
26. 
“Hard sell” has arrived ‘(Bay 
Heat pump promotion- 
home seen at hand 
Apr Seetas ae 
Heavy equipment sales during first 
quarter make history (N) Apr. 18.. 
ow sales can mold better returns— 
BEI Sales Conference, Apr. 18 
How to run an appliance show 
Vernstrom, Jan. 
Idaho Power's employee 
purchase plan works 


1955 business 
thi uminating’s 
dryer cam- 
sules than ex- 


the 


" chal- 
of return 
Jan. 31 
all-electric 
Philip Sporn, 


“special” 
A. 8. Gilbert, 
May eve aes man ene ptiece eon 
Indiana Public Service puts on elec- 
trie cooking show using Iittle-used 
sour cream from loca! dairy, May 9 
Indianapolis starts certified light pro- 
gram, Mar. 21.. 
Installed home lighting fixtures pro- 
motion (N) Mar. 28. . 
Kansas G&F lighting campaign, 


173 


-°116 
Kentucky's bluepri nt for farm sales 
(N) June 20 65 
Lamp sales to be up for ‘55, Jan. 24 202 
Let's gear up to sell AW nationally 
(Ed) Mar. 28... ‘ . 
Louisiana P&L's “Operation Redskin” 
ups refrigerator sales. J. E. Fort, 
Mar. 21 . 
Minnesota P&aL pac ‘kage Plan wiring 
program, Mar, 7 132 
NEMA booklet on housewares to pro- 
mote campaign (N) May 223 ‘ . 8S 
1955 first quarter sales from A C. 
Westinghouse, May 2 142 
Northwest to push farm sales aevegh 
counct), Jan. 24... 
Ohio Power to premote Electric 
vants Fair, Apr. 4 ; 
PrCEA annual convention 
sales are need«* to meet competi- 
tion, June 6 ; P Spee 
PCEA boosts intensive selling (N) 
F 4 copece SO 
Gan’ glectrie heating promo- 
Mar. °120 
Pennsylvania "biccirs ¢ and Metropoti- 
tan Edison's new way to sell, Apr 


*170 


" Ser- 


greater 


ro- 
eat 
a 


Pennsylvania manufacturers to 
mote space heating and the 
pump. Mar. 7 

Penn P&L's 
Jan. 71 ees 

Philadelphia's "100-A" 
paign, May 36... oe 


quizzical§ selling 


wiring 


(Ed) Eéttortal. 


143 


Portland ~itizens vote $10 million for 
better street light system after 
“Operation Night Light”, Jan. 10... 

Rayo. — selis seat covera. C. J. 


Riee ti in consumer soeoting marks “53 
(charts) (N) Apr. 11 

Room air conditioner sales for ist 
quarter 30% above "54 (N) June 6.. 

Snake River Valley Electrical Assn. 
pushes prormotion plans, Feb. 7 

Southwestern Public Servine “write 
ticket" contest increases range sales 
(N) Jan. 3 

“Step up the drive in "55——-the year of 
greatest opportunity” (Bd) Mar. 21. 

Street lighting in the public interest 
(Bd) June 6 

Union Sieceric ends appliance sales, 
repair (N) Jan. 17. 

Union Electric of Missouri heat pump 
promotion, Jan. 2 

Union Blectric Co. of Missouri pro- 
motes electric cooking ys cooking 
show. E. G. Boverte, May 

Utah P&L expends trade- Ae May 2. 

Washington Vater Power again pro- 
motes appliances (N) Mar. 14.. “ 

Water heaters get glamor, Mar. ei; .: 

West Penn sells induction heat to 
steelmen en masse. F. F. peepee rs: 

ay ewe P ° 

Westinghouse alerts. suppliers “to 
quality (N) Jan. 31.. edey Ss 

Wiring promotion plana, Jan 


2 
Your best bet for electric aot 


sales. 8. S. Sansbury, May 16.......°%14 


Securities and Exchange Commission 
Armetrong, J. Silclair named head 
(N) June 13 S, 
MVGC financing okayed (N) Feb. 14 
MVGC opponents ask for reversal of 
SEC ruling (N) Mar. 21 , . 


Southeastern Power Administration 
Clark Hill power—Georgta 
facilities would be used 
by SEPA head to 
(N) May 30 


Power 
proposal 
integrate power 


Southwestern Power Administration 
Seeks rate increase (N) Jan. 24... 
Washington checklist (N) Jan. 31.. 


Standardization 

ASA reports, Mar. 71.. 

American mere eigg in process of ap- 
proval (N) A - 

American Stan ards ‘published or in 
process (N) June 6 

Georgia Power standardization saves 
$230 per structure. G. “arter, 
Jan b wevpercandnase 


Statisties 
Annual! statistical lesue (Ed) Jan. 24 
Appliances—-1954 sales (chart @& 
tables) Jan. 24.. 

Canadian construction and 
tures (tables) Jan. 24 

Capacity additions (charts & 
an. 

Capacity additions reported 
(tables) Jan. 24 

Construction expenditures 
tables) Jan. 

Customers and % total U 
& tables) Jan. 

Electric energy i (charts & tables) 
an 

Blectrical manufactur! ne inc reases in 
California (N) June 

Energy production (charts & 
Jan. 24 

Fuel—energy generated 
(charts & tables) Jan. 2 

Income—where power 


expendi- 
tables) 
to EW 
(charts & 


8. (charts 


tables) 


’ from fuel 
company "'n- 
come went (charts & tables) Jan, 24 
Installed capacity by ownership, re- 
gions (charts & tables) Jan. 24 ; 
Labor—average earnings (chartsa & 
tables) Jan 
Maintenance 
tables) Jan 
Nations productivity up 
Apr. 11. 
Preview of EW's Sist 
(tables) Jan. 10.. 
REA-—finance: systems 
2 


expenditures “(charts & 
‘ 0% © () 
statistical \nwue 
(tables) Jan 
Rate inet. Jan. 


vases (charts & tables) 


Residential ‘use and bin per customer 
(charts & tables) Jan 

Revenue from energy 
tables) Jan. 24 

Shipments, orders and ‘open manufac 
turing capacity for electrical equip 
ment, 1954 1958 (table) June 2 

Statintics summarized (table) 

Tranemiesion and distribution 
construction (charts & tables) 
24 


‘4 
sales (charts & 


line 
Jan 


Trends in * electrical ‘manufactur! ne 
(charte & tables) Jan. 24 


“Steam” *— Ha booek & Wilcox revises 7th 
4 * 


edition of Apr 


Steam Stations (sce siso Gidnttin i Additions) 


Arizona ) wer suey wane own 
station ) June 13 


* Illustrated. 


“Steam”, 


(Ss) News (h 


59 


202 


8 


> 247 
Jaa. 24 


7 


Artififeial lake 
ef Vermilion station Iltinois 
Power Co. Smith & Martin ae) 50 

chines for Rouge plant. am * 

& others, Apr. 


Gr nevnsvecs 


stopa 
sealing. Terry & Shafer, ont 
lant to. run on natural gas 


vada Pp 
CN) Jan. 81 s 
OVEC—co: tulations (Ea) Feb. is: 5 
ba * steam oresesags progress 

vem N) May %. os 
OVEC major steam ‘plants’ “deliver, ons 


31 

Pennayivania’ s Water & Power's Holt- 
wood's new river coal unit, Wray 
Jr. & Bennett, Fe 

Bisasioet accident report ‘@xy Yan. i6 
West Memphis plant 
plans condy (N) Feb. 2 


Batten down (#4) Feb. 28. 

need for National 
) Feb. 28 
th h 


Hurricanes show 
Mutual Ald Poot iN 


New England T&T's r 
storm costs denied, Mar. 
PEA a waeeet aid pact (Ny 


Mar. 14 
Rain. ‘and ‘wind storms cause 
2 *10T 


utility danvage (N) Mar. 21 


Substations 
a substation serves packed plant, 


All-steel network grounds substation. 
Appleman & Litrides, May 
Broaden substation operator's duties 
with mobile radio equipment (map) 
ay 30 . 
Coordinate sectionalizers with station 
breakers on distribution systema. 
Molienhauver & others, Mar. T o 
See reste rotection scheme saves 
8,596. R. L. de Loache, Feb. 7... 
Duquesne Light's new substation ts 
metal-enclosed. &. M. Gue, May 16.°102 
Guide to grounding substation fences 
(N) June 27. ° 
Hints for landscaping unit cubetation 
(R) (table) Feb. 126 
Hosensack tests prove. steel 
grid works well. 
(charts & tables) may. sve 
Lat's look to station proundias. 8. J. 
Schwarz (charts) May 2 weseees °6S 
Light steel substation for LAl 
Electric costs about $1,000. R, M 
Walker, Feb. 1 
Mudfacking re-levels settled substation 
oor, May 30. 
1964 heat storm forces utilities to re- 
study distribution design—report 
Edward Allen (charte & tables) 


round 
unicie i 


,*12 


106 


66 


40 
to ship 26 substations, 
*172 
rtable subseta- 
& Newell. 


Jan. 10 .. Ce bN ee Ds upd vine 
Ohlo substation is among largest (N) 
Feb. naps 
Roller-Smith 
Mar. 7 
“Runners” 
} in 


Ja 4 
Standardization saves $230 per sire 
Carter, Jan. 


ture for Georgia Power. ons 
Starling distreas r-\ee avoid insula. ' 

flashover . vostinak, May 20. 120 
Thorovgh plannin rmits quick su 

station move. G. Hervey, May 1 16.°130 


Switches and Switching 
Air brake «witch saves breaker cost, 
pg service. are Gebhardt, 


. 

aide radial 

service, W. A bue. 3.. °66 
Modified switch handies revert 

ating errors, BE. T Meldrim, May mt. “e139 


System Engineering 
AC&E’s “nerve center” gets new 
analog computer (N) Feb. 21 
AIEBE® winter meeting-—best wine unit. 
is 16—7% of system capacity, Feb. 
3 


‘pro tect 
transit. echt 


A utomsatte by tt ~ over. 


1 
All-electronic frequency ana ‘the’ tine 
load contro! aystem, Mar. 
Autematic dispatch pays off at West 
Penn a Osterie & Warder 
(map) Apr bef 
BPA‘’s new aimpatching center, 


Computer determines ‘low bidders 
quickly, = ha sehess oe sence nee 
Computers transformer Toad. 
H. EK. Stratton mw others, Mar. wi. °388 
Coordination of losses vital for tm- 
proved ae pe and Pg ag of 
power supply 
lee (charts) Ape. 4 ecadgicooptbere 
Digital compe quick and easy 
means of wien OW complex power 
syaterm prediems. Billa, Apr. 
is 


ones ois 
“Barty ira” guid on system load . 
Barly. Smith & Genesoder, Jan. 16., 62 


109 
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Flexible Eeooins acheme saves engi- 
= .? Cc. Eppley “{mape) 
iz 


Frequency recorder uses R- 
to comt pulses. Miller & Wanna- | 
maker, May 306 

GE t% use two electronic 
Jan. 24. 

 -% calculator for 
June 13 

Is higher residential voltage the an- 
ewer? (EA) June 12 

load scheduling goes automatic at 
Kansas City P&l.. Cameron & Burt, 
Apr. 1 

Management faces decision on tools 
for economic dispatch. Harker & 

estrate (charts) Apr. 18... 

Middie South syatem—gas prices spor 
economic Srapatom, George & Stewart 
(map) Apr. 18. 

Minnkota Power ‘Co-op 14-station 
supervisory contro! sysiem assures 
service. HM. Gebhardt (map) 
Feb. 28 

Modern dinpate hing ofice | is remodeled 
substation. W. Mar. 7. 


"Detroit 3 


»- 9125 


112 


118 


-*118 


Network calculator fostalled by West- ~ 


inghouse (N) Jan ‘ 

Penalty factor computer teams ‘with 
slide rule at AG&E. Willennar &. 
Stage, Apr. 18.. 

Pennsylvania P&l. system planning “B 
based on 106 service areas. N. N 
Smeloff (maps) Feb. 7 , 

Problems mount in transmission ayn- 
tem expansion. EBiake, Butier & 
 F aseeee dr. (charts & tables) Jan 


Saving worth seizing (Ed) Apr. ‘18 

Swing curve calculator makes better 
stability studies faster. Hefron & 
Rothe (chart & &tables) Apr. 11. 

Westinghouse to inetal! UNIV AC ays- 
tern, May 1! 

Westinghouse uses 1M ‘computer (N) 

ay 23 


T 
Taxes 


Alabama and Maine commissions set 
accounting process for treatment of 
tax depreciation (N) May 9% 

Alabama utility tax bill sopens in 
state house (N) June 6.. 

Indiana order (Ed) Jan. 21. 

ODM reinstigates tax write-offs for 
electric power companies to boost 
U. 8. capacity (N) Apr. 25 

Oregon House Committee tables utility 
billea (N) Mar. 2 

aes Proposes 2% gross sales tax,June 


Su tiers to key projnots quality for 
ast write-offs (N) Mar. 2%. 

U. 8. Steel Corp. 1964 pec report— 
ioe depreciation discussed (N) Apr 


wiility bill tax suggested, "Feb. 7. 

Washington State plans a package tax 
bill, Feb. 21 

Wyoming legistature kills 
exemptions, Mar. 21 

Television 

Dales river bed inspected 
vision (N) Feb. 28 

a 2 . less eager for 


‘REA tax 


with tele 


color TV, 
Zenith Radio ‘aske 
OK (N) Jan 
Tennessee Valley Authority 
Announces two new units In operation 
(N) Mar. 28 
peara eplit on ‘finance! ne (N) ‘June é 
Congress to look at revenue bonda for 
TVA financin Jan. 10 
Contractors fight wage hikes (table) 
(N) Jan. 17 


eu bac ription TV 


5 
Digee-3 Yates see separate heading, Dixon- 


wt 
Financing tled to MVGC (N) Apr. 11. 
Financing being studied (N) Mar. 7 

Future stirs controversy (N) May 30 


Lillerthal, David, former TVA Chatr- 
man returns to Valiay to foln at- 
speenee of Admini«tration (N) Apr 

4 


More power needed 
claimea (N) Jan. 10. 
No certract dSreach with 


annual report 


Co-op (N) 
Jan, 1° 

Personne) cul arco mpany fund slash 
(N) Feb. i4 ae 

Releases press ha: 1d book for 
reference, Feb : 

Set the record straight (Bd) May 2 

bab 2 . qontingent Hability clause (Fd) 
an 


quick 


Serentadiete-tamitteshiet in everyday o 
erations—we told eae we wou 4 
ask you (Bd) May 2. 


Testing and Tests 
A-test plot plan of Gectrts unite is 
made available (N) Mar. + 
AIEEE studies uses of = =F ‘eon- 
heetors (N) Apr. it. 
AIRE winter meeting—engineers call 
~ ie new switchgear test code, Feb, 


(Ed) Editortal. 


4 
79 


Te 


©106 


°51 


Atomic test—-power lines stand atom 
biast well, May 23 

Automation s 
A. W. Rauth, June 1 

Cm desk aids © “ansZormer testing. 
M. erickson, 7 

Contant current ot tested 
at Southern Calif. Edison with mod- 
ern facilities. M. A. Frederickson, 
Feb. 21 ° 

Electric system > to undergo A- 
bomb test (N) Ma 

es rainmakers at work (N) Jan. 


test, 


F. Dunkle (KR) 
May 2 
Minnesota Engineering Analogies Test 
rates engineers’ ability (charts). 
M. D. Dunnette, Mar. 7 
ooenome (J4E pole test abets longer 
ryce Brady (chart & table) 


(chart) 


Ma 8 48 
Pennayivasi, ‘Transformer | ‘teat! tacili- 
ties, Feb. 1 
Series- cireuit os eut replace- 
ment 606%. E. W. McCall, » Fn 24...°178 
Shunt test abet cutout failures. 
BE. J. Leimkuhler (chart) June 13.. *89 
Special set-up cuts insulator time test 
50%. June 13. heaves “Ow 
Steel ground ria” ‘works well Homsen- 
sack tests prove. Fr 
(charts & tables) May 2. 
System equipment tests 
M. A. Frederickson, Feb. 
Test table calibrates street- light re- 
lays four at a time. Laur! Santa 
Ana, Jan. 10 *§ 
Transformer cart reduces testing time, 
we 18 


“facilitied. | 
21 


1 
Insulators has 225-kv tester, | 
P 


AIEE winter meeting- —veneneeh cuts 
transformer noise, Fe 
Adjusting street ahting. Hersam & 
Rose, Jan. 10 
Allis-Chalmers completes LTC trans- 
former in 30 days (N) Mar. 
Bracket holds large single-phase 
transformer, May 
Break-even load curves indicate 
economical transformer sizes. Zane 
Todd (charts) Mar. 7 
Brown Boveri awarded N.Y. 
former contract, org 
Central Minolta Li 
by transformer tone May 
Computers gauge transformer 
H. EB. Stratton & others, Mar. 21. 
Cones apeed over and under trans- 
rmer move, Jan, 24... *18¢ 
Distribution transformers boost sub- 
station voltage. M. Gebhardt, 


2 . 
built 
3 


‘ trans- 


" aeviee eut off 
2 


ay ; 
“Barthquake- proot” unit 
enn Transformer, June ebinees ?2E6 
Electro-cooler boosts old transformer's 
capability. H. C. Sargent, May 2. 78 
English Electric ships 130-ton trans- 
former (N) Apr. 25. 56 
First sealed-type subway transformer | 
d Kelley, Mar 
transformer to Aiic 
°5 


Guide to ecmtminae ‘weights and pole 
strengths (tables) (R) y 16 
Increased use of transformer onpacty 
suggested im ASA guide Fr 
Beavers (charts) Apr. 4. $1 
Mobile may ye: insures continuous 
service, Apr. 18 *1 
126, 000. kva LTC transformer ‘shipped 
(N) Jan. 31 °56 
Pennsylvania Transformer eet bie 
eontract from AG&E (N) Jan. 31. 59 
Pole Star transformers to be per- 
manently sealed (N) June 6. 59 


Transmission 


AG@E saves on fuel coste when pen 
alty factor computer teama with 
slide rule. Willennar & Stage, Apr 
18 °120 
AIER w inter meeting-—transmission 

discussion, Feb, 21. ° 
Aluminum ‘for towers for ,306- ky 

Kemano-Kitimat line, Feb. 2 
‘oordination of Incremental fuel costs 
and transmission losses vital for im- 
proved planning and operation of 
power supply systems. W. R. Brown- 

lee (charts) Apr. 18.. ‘> 
Determine tneulator effect on tension 
and sag for short and approximately 
level spans. Austin (R) 
(chart) Apr. 4. bea ceaee 
Power's 75-mile, 226 ky tine 
5 weeks ahead of schedule 

Jan. 3.. 

Florida Power-—or we didn't plan big 
enough. J. W. Carpenter (maps) 


*109 


ay 
Helicopters save money, manpower, 
time at Ontario Hydro, Jan 
How to anchor towers in rock. Wiese 
& Stone, June 20 


* Tilustrated. (N) Newn. 


Idaho poe A Betnes-Latenete link 
(map) pr. oeeeee 
Insulation, thiclding yp tee improve 
Dugan Jr. 
(table) 
Kitimat 
avaianche (N) Feb. 14........ 
Middie South system—gas prices spur 
economic dispatch. eorge & 
Stewart (map) Apr. 18. eebewen 
Modified structures carry 115 kv ‘with 
lower voltages, Jan. 24. 
Pacific G&E crew strings Morro Bay 
line (N) Jan. 17 
Pennsylvania P&L system planning is 
based on 100 service areas. N,. N. 
Smeloff (maps) Feb. 
Pepeo cuts cable - costs. “aoran & 
ird, Jan. 17... ° 
Problems mount in” transmission sys- 
tem expansion. Blake, Butier & 
aa Jr. (charts & tables) Jan. 


Rockiand L&P rebulids its ‘system to 
clear way for highway apps $nNetaN 
(map) Feb. 

Saving worth seizing (Ed) A r is. 

Special crew speeds line building at 
Coast Counties G&E. 

Rogers. June 6 

Static wire supplies tower obstruction 
lights. C. M. Stallings, Apr.. 4 

Structure 
way. P. R. Helm, Mar. 

Suspension clamp changes urged. 8. J. 
Spurgeon (charts) June 

Transmission and distribution line 
construction (charts & tables) Jan. 


24 ewe 
Tubular riser on tower aids insulator 
washing. D. Fischer Jr., 


2 

Two 230-kv circuits transpose on one 
tower. T. . Austin, May 

Utah P&L plans $2-million "ane imap) 
N 


Apr. 
West Penn Electric's automatic. dis: 
Osterle & Harder | 
(map) Apr. 18 ‘ 
Vood vs steel transmission lines. L. Me. 
Robertson (tables) Feb. 7 


Trucks and Trailers (see also Materials 
Handling 


earried on draw-out 
truck. R. L. Lienau, 


Earth augers 
shelf under 


2 
55-ft crane on flatbed truck reduces 
age time. . F. Servia, 


wane reel 
Feb. 21 

Fuel oil trucked to plant provides 
substantial savings. C. C. Rousseau, 
Feb. 7 


Generator on tractor-trailer and deck 


of planks travels overland to Morro | 


Bay site in 8 days, Jan. 24 
Hydraulic derrick trucks are 
savers. A. J. Diewald, Jan. 24 
Ladder attachment developed 
tracks, Ro! 
Mobile filtering equipment cuts cost of 
oll maintenance. F. M. 
Multi-reel trailer cute time 50% o 
many jobs. Bell & Hinds, Mar. 7... 


trailer strings conductors, | 


18 


«eee e131 
by 


118 


-°182 


*18 


82 
46 


Strong & ‘ 


design conserves ae . 


bert La Fontaine, Jan. 24, *192 
Rose, Apr. 4.°102 
n 

-*108 


100-Mw unit moved on two trailers, r 


Jan. 

Running gear plus frames equals two 
trailers. Robert Franklin, May 2. 
Special truck sets poles; lifts, totes 
transformers. C. L. Reals, Apr. ‘ 
Tanker filters oll, ~~. — over: | 

hauling time 60%, 18 
Trailer protects 24 bee ‘chek ‘during, 
transit. V. P. Williams, May 
Transformer trailer cuts 
costs. G. D. Read, Mar. 21 
Truck-mounted boom rig speeds fram- 
ing of H-frames. E. Lash, vane 
| ar ° . é 


a. 


Turbines 
GE gas turbines used 
Plant (N) Jan 
Manufacturers save fuel for utilities 
ee design progress (N) (chart) 


A 
$160 ‘million in turbines ordered, Apr. 
4 


Report on Ridgeland accident @ 

190 .. 

Ridgeland explosion proves “disaater~ 
plan for Comrnaonwealth Edison, 
Jan. 14 

m sae rence turbine bids (table) (N ) 

an. 17 

Tool mounted on turbine shaft m 
chines flange quickly. A. R. 
gon, May 


Voltage 
Consolidated Edison of N 
266/460-v service, Mar. 2 
Distribution transformers 
station voltage. M. H 


Y. offers 


May 2 
a Pg a 0 le good 
Philip Sporn, Tone et 


(R) Reference Sheet. 


in Venezuelan 
. 


84 
°96 


°126 


136 


boost aub- 
Gebhardt, 7 


January-June, 1955 





wy ~ e service voltage can solve resi- 
1 distribution problems. 
oe & 


others June 
"Fy "ska residential voltage the 
answer? (Eda) June 13 59 
New records show bo trends re- 
quiring action. P. Woo 
(chart) Feb, 
240/416-v system offers economy. A. J. 
Pansini (chart) Feb. 14. 


(charts) 
*s0 


2 


W 
Welding 


Amnatio welding. D. E. Dome, ow 
0 os 


Great Britain's wind generator project 
temporarily suspended (N) Mar. 28. 26 


Lighting sells seat. covers, 


AM® 5 a - 
= New twists in pretzel Pro- | 
 uction, May 


Ju 27 
Alenenéer, D. E.: Infrared wins 
acclaim, Feb. 2 . 
Allen, Edward: 1954 heat storm forces 
aes to restudy distribution de- 
sign, Jan. 10 
Anderson, A. 8.: 2 transformers 
better than 3, thee 13 
Anderson, C. D.: ra 5,000 capacitor bank 
—_* yore ait $13, 200 yearly. 


indgetriai 
“14 
serve 


Anderson, E. .: Induction unit 

griddle blanks, Mar. 2 

Anderson, Louis E.: Overhead infrared 
lamps chase chill at ice rink, May > 


H. E.: Chemical 
sore costs, improves 


Antle, ‘brush ‘spraying 


appeara ane, 


2 

Appleman, Glen & 8. J. Litrides: Aii-steci 
network grounds substation, May 2. 
Austin, T. M.: Determine insulator effect 
on tension and sag for short and 
approximately level spans, Apr. 4.. 
Two 230-kv circuits taping on one 

tower, May 30 


AILEY, JACKSON J.: 
open RRS easily. 


Modified pliers 
Feb. | 


ay 
Barkle, J. E. & others: 
voltage can solve residential dis- 
tribution problems, June 13... *82 
Barrett, L. E.: Wire on time offers best 
solution, Jan. 10. 114 
Bary, Constantine W.: Cooling load needs 
complement, May 9 15 
Beavers, Martin F_: Increased use of trans- 
former capacity suggested in ASA 
guide, Apr 
Bechtel, C. B.: 
point wy ts, Feb. 
Bell, r A M. Hinds: " ‘Multi-reel 
trailer time 599, on many 


Wray “Ir: Holt- 
Fay 


Higher service 


vibrations pin. 
1. 


“cuts 
_ Sh PF 
RR. & J. Q 
wood's ew river coa) unit, Feb. 
Benson, Dr. G. ©. 8.: Is local government 
losing out? June 27 
mentee hay A.: Preeast 
sts 35%, Feb. 
‘Glenn W.: Digital 
peed studies, Apr. 
Black, “James B.: Far West growth makes | 
history, June 27.. 
’ M. Butler & R 


Problems mount in 
transmission system expansion, Jar. 


jo 
Bennett, 


‘manholes cut 
o 
7 


Bille, com puters: ; 


Biankenburg, R. C.: Cut underground dis- 
tribution costa, May 2 
Boulet, C. B.: Personnel ft TEE can 
company's earnings and 
7 


“dog days" “to 


Bowen, Metal ‘forms ‘cut con- 
crete manhole costs, Apr. 4 


use, 
Kenneth H.: 
furnace saves 
June 13 bua Gereriunhenec én 
Brownlee, W. R.: Coordination of losses is 

vital, Apr. 18. 
Brunson, W. W.: Portable gin and two 
truck winches raise long poles, May. 


Electric 
time, toll, 


Breon. 
trouble, 


Burner, A. J.: Fluorescent dusting le time 
atudy subject, Feb. 7 

Burnham, Robert F.: Spot network serves 
power to store, June 13 .°122 

Burt, W. &. Cameron: Load 

scheduling goes automatic, Apr. 18.°125 


(Ba) Editorial 


Vol. 143 


Wiring 
Adequate eon, to get builders 
on your side, Ju 27. 
AW—neglected entia (Bd) June 20. .: 
Adequate wiring promotion plana, 
Jan. 24 +. 302 
Adequate wiring promotion program 
of Southwestern Public Service Co. 
Thomas Lynn, May 23 
Adequate wirin ene is it gcing? 
. Sessions (tables) 


Bigger role for NAWS (Bd) Jan. 3i.. 
Break for odeqnate wiring (Ed) Feb. 


Detroit Baisen’ program 
quately wired “nemnes (N) 4 17... 
we studies home wiring (N) Jan. 
‘ “*** 
Iowa P & L and Pennsylvania Power 
&L offer wire on time plans (N) 
Mar 28 cosecccsescos & 


AUTHOR’S INDEX 


Butler, R. M. D. K. Blake & R. A. 

Schmidt Jr.: Problems mount tn 
transmission system expansion, Jan. 
10 


AMERON, D. H. & W. 8. Burt: Load 
echeduling goes automatic, Apr. 18.°125 

Campbell, D, A. Jr.: Utilities ally against 
woodpeckers, June 20 m4 

Campbell, W. J. others: 
chines for Roug 

Carpenter, James W.: 
we didn’t plan big enough, May 30. 

Carter, Guy M.: Standardization saves 
$230 per structure, Jan. 

Cissna, V. J. & others: Breaker perform- 
ance improved by multiple 6elective 
reclosing, Feb. 14 

Clark, Adm. J. J.: Vinyl jackets rival 
leather in quality price, June 27. 

Claughton, J. C. Jr. & hh. N. Wright: New 

, support and assembiy ground etatic 
wires, Mar. 21. e 

Cloer, J. B.: Quality light ng aids pattern 
works, Fe 

Coe, Oscar & Robert Crooks: Spring Neaeee 
improves safety in interrupter Job, 


May 16 

Corry, A. F.: Al-sheath aerial cable re- 
quires new practices, Mar. 

Crooka, Robert & Oscar Cor: Spring keeper 
improves safety in peeanbincicnel 0% 
May se* 


D*®4®. G. D.: inte, overhead distribution 

lines? May 16 1 
& T. w. Hin: 
inflating 


Safety guard 
truck tires. 
. 


Dean, H. 
used when 
Feb. 21 pan nheas 
de Loache, R. L Substation differential 
" meoepevey scheme saver $8,596, Feb. 


< “ompressed aid and cal- 
insulator cleaning time, 


Dev ereaex. 
cite ec ae 


Apr 
Dieckmann, occas F.: West Penn sellx 
induction heat to steelmen en masse, 


May 2... 
Diewald, A. J.: trucks 
are time savers, Jan. 2 ‘ «9186 
Toledo uses plug-in walkie- taikie in 
cara, Feb. 7 -.. 9100 
Dixon, Edgar H.: Industr assumes atomic 
leadership. June 
Dome, D. B.: Automatic welding, May 30 cise 
Electric heat-treating ups biade out- 
put, May 2.. *100 
Dugan, H. H. Jr.: Insulation, shielding 
changes improve line performance, 
Mar. 21 , oseae een 
Dunkle, W. F.: io methed to calculate 
electrode resistance, May 2. be 2 
Steel ground grid works well, May 2.. *63 
Dunnettco, Marvin D.: New test rates engi- 
neers’ ability, Mar. 7.. £6 
Dye, J. W.: Maas retirement ot meters 
proves uneconomical, Apr 


Hy draulic derric k 
24 


JARLY, EB. D. G. L. Smith & RL 
“ Schroeder: “Barly + gate ny s- 
tem loading, Jan. 
Eppley, Ivan C.: Flexible aoa 
saves engineers’ time, 


ARIS, John C.: Survey reveals customer 
attitude to Union Electric, Feb. 14.. 

R. M. & othera: Breaker perform~- 
ance improved by multiple selective 
reclosing, Feb. 14.... 30 
Fischer, H. b. Jr.: Tubular riser on ‘tower 

aids insulator washing. Jane 27. *143 
*103 


Ferrill, 


Philip A.: Shippingport seeks nu- 

clear facts, June 27 

Pletcher, M.: Mobile ag saves time 
resting long poles, Jan 10 

Foick, & others: 2377 4n0- -v network 

Fort, 


Fieger, 


ts syetem costs, Feb. 7. 
“‘Jomes E.: “Operation Redaki 
manrnee ows old eales rec- 


ords, Ma 1 
Frankenberg, Jeet ie ky cable is laid in 
a tidewater marsh, Feb. 7.......-- 


* Iiiustrated. (N) News. 


Rte aot AW sottenally 


4. Sr 


SOP R Ree e ee eee 


OF Boveccvecccecee BSE 
>ia'e “100-A" wirlng cam- 
er cee ase aer ase oe 
gate or 
“io (Bd) June 6.0.2... . ccc cees 
adopts 200 








Wire on time best AW solution. u& e 
Barrett, Jan. 10...... «vee O04 


Franklin, Robert: pone ig & ogee 
frames equals two t a we 
Frederickson, - A? 
transformer testing, Feb. = 14 oo 
a facilities test constant turret, 
ransformers, 21. 
a. oquuipenont tests tacit, 


Feb. 21 
French, A. P.: “Plastic pipe “reduc 


of lines to ceoling tower, , nog 27. om ate 


ALLAHER, B. M. & others: Compu 
Margi igs 
satahina sakes 
Mar, 7....... 
4 


Distribution tran 
station voltage, Say 2 
Supervisory control over i4 
cks My service on see 


Feb. 

George, gE. ia Gas pr ices 
spur aiceue gapaten, Apr. heart tT 

Gerell, Gordon W.: Old meter re acement 
justified, Apr. 

Gilbert, A. 8.: m ploy 

e plan werka, 

Golliver, Frank, & Max Van Aradol: 
oom over narrow ee 
4 Rewinding | time for gen- 

th special ee cate 


Gvendic 
= cut 20 days w 
Jan. 24 


Griseom, ™s. B. é others: Higher 
voltage can solve pencensnt distri- 
bution problema, June 13 : ° 

Gue, Edwin : New substation is metal- 
enclomed, May 16.2... 06.5000 0ceeeee 9108 


HAFStTaD. DR. L. R. Learn firet from | 
small reactors, June 27. 
Hale Beaters ra Meter eng 
solescence, May 30 

a. EB. W. H. Osterle: 

matic dispatch peys off, Apr. 18. ne #133 
Harker, D. C. & M. C, Westrate: Mana 

ment faces Gecision on tools for 

economic dispateh, Apr. 18........ 112 
Harris, K.: Thermostatic control 
saves goapremens cooling water, . 


Apr. 
Hausie, F. T.: Precast “bases 
lighting costa, iy SE 
Hecht, W. R. & F. W. Newell: 
oetess — substations in tran- 


Hefron, W. G F. 8. Rothe: Swing curve 
calculator makes better stability 
studies a Apr. li 
Heidebrecht. A. 
mile of! gai controlled ‘py > 
ba a aps a 
Heim, ba. 
sign LEP n-O-W, Mar. 7. 
Hencicha. "aul H.: Induction heater cute 
illet heating oe Jan. a4.. e 
aT gc G. A. Tools devel- 
oped for  uaiian a street lighting 
transformers, Jan. 1 
Hervey, George .: Thorough planning 
permits oes substation move, ne ase 
George BE. & L. C. Shaffer: Mul- 
tiple-lug connectors aid terminating 
& presogeere, May 30 PPT | 
Leonard W. ‘Toolholder alds ewitch- 
wiremen, Jan ew oss ose 9108 
T. w. RB. f 


“A Safety 
a when inflating truck tires, Feb. eet 
Hinds. J Belt: reel 


Hervey, 


Hill, 
Hill, 
ara. " ‘Multi-reei 
seater. ‘cuts time 60% on many 
Hodson. HO. ‘Lifting rig ruiges generator 
“poot straps", Feb. 7 
: Dietet pation 
‘aster breakers, Jan. 3. 
j=. J. M. Jr: Bleetric conveyor 
a eh storage space, 
Jan. 16... es | | 





eee eee Pe eee eee 


(Rh) Reference Sheet. 
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': fan improve cabinet quad oes 
Pigs es, Mn, meter 


‘eb. 
& A. R. ‘Heidebrecht: 1,000- 
mile oil pipeline controlled by mi- 
May 2 *6 
3 Plastic bottle fills recorder 
inkwells neatly. June 27 “1 


ELLER, Charies: Tipotats band 
proves versatile, Mar. 
Tee machine saves ay and trouble | 
when filling coolers, Ma 
Old cutouts sectionalize series street 
ctreuits, Jan. 10... 
Paraliel-biade saw saves time on diffi- 
cult job, Feb, 7. 
bi a « ports Joint 
Kelley, John R.: Pirst sealed - -type subway 
transfermer installed, Mar. 7. 
pipe under street reduces in- 
stallation time, Apr. 
Khare, F. C.: Eliminate station shutdown, 
‘or pipe changes, Apr. 1 
Kimball, John T.: Management 
look to expense control, 
Kirkiand, Henry O.: 13.8-kv loop uses 
aerial pnw’ f underground cable, Mar. 


14 
Koehler, Eldon: 
ho Feb. 


performance, 


Komives, L. L: ‘ Cabs makers need en- 
couragement, Mar age? 
Koppenaal, : Reactance method 
us to calculate short-circuit cur- 


Kovaletk, 


os men 
observing Operation Cue 


May 23. 


A FONTAINE, Robert: Ladder attach- 
ment developed for trucks, Jan. 24.°192 
Laird, A. C. . P. Moran: Pepeo cents 
40-kv cable job costs, Jan. 17. 46 
Langell, & A.: New panel speeds demand 
meter testing, May 3 
Langevin, L. J.: Distribution modified to 
serve annex, Mar. 21 *16 
Electronic machine seals on 
quickly, June 27 oe 
Lash, L. ruck-mounted boom rig 
au framing of H-frames, June 


Lawre ioe R. F. & others: Coordinate sec- 
tionalizers with station breakers on 
distribution systema, Mar. 7..... ° 

Higher service voltage can solve resi- 
dential distribution problems, June 


13 P 
Leffler, William S.: Street lighting rates 
are a hot potato, Apr. 4 
Leimkuhler, B. J.: Shunt test 
out failures, Jure 13.. 
meee _ L,: Stow carth augers ‘in draw- 
t shelf, May ‘ 
Lindseth’ Elmer L.: Utility gains seen in 
rehabilitation, June 27.... ° 
Lingoni, T. A.: Coiling machine saves on 
aluminum ribbon, Apr. 
iatrien, - J. & Glen Appleman. All-steel 
work grounds substation, May 2. 
Litton. “Zs, Wertical broiler saves time, 
Lovell, N 


reduces cut 


-*119 
M.; Tucson takes 14.4 kv under- 
round, May 16... *99 
Everyone benefits from 
adequate wiring. May 23 *30 


Lynn, 


Made 


AV ARTIN, R. L. & F. V. Smith 
: May 


lake beats cooling problem, 


MeCall, . : Series-circuit tool 
lamp replacement 60%, Jan. 2 
McClellan, H. C.: Free enterprise is 
terdependent, June 27... 
McKean, H. K.: Florida Power makes con- 
crete poles to reduce distribution 
°48 


cost Mar. 
McNicol, * E.: incipient 
troubles on feeders. June 27 
McPhee, Barry H.: ‘Cold crews’ speed line 
construction from hole digging to 
sagging in, Jan. 31. ° 
mous. Ralph F.: Infrared wins indus- 
trial acclaim, Feb. 21 ° 
Meldrim, Earl T.: Modified switch handles 
prevent operating errors, May 16...*139 
wore” _ G. others: a “cycle offers 
omic shortcut, June °71 
Mevis, » Ree tool alde praca blan- | 


voltage | 


ket 
Miller, Eivie: Plastic cap safely silvia. 
Ps ay ee stud, May 30 


% in customers’ 
Mitter, x L. . H. Wannamaker: Fre- 
quency recorder uses R-C network | 
to count P a ye ~ May 
Mills, Sees: dispatcher board 
. @iiminates bulky tos. 


Special washing vat. cleans 
meter covers, cuts time sos. June 


Mills, 


126 


(Ed) Editorial. 


Minder, P. M.: New reiay scheme 
ge ting-wye sapraerepodl ban 


Secttabedna “Aubrey ae ot 
ordinate sectionalizers with station 
breakers on distribution systems, ose 


ar. 

Monson, L.: ” Jack developed 

straightening poles, Apr. 4 

Moore, Harry F.: Compact infrared oven 
fills cueier area, needs fewer men, | 


May 1 
Moran, J. P. & A. C. Laird: Pepco rte 
40-ky ore | - costs, Jan. 17. 
Morey, . ew universal meters 
solve cotuenea s metering problems, 


Apr. 
Morrivan. ‘a. R.: Tool mounted on turbine 
ihaft machines flange quickly, May 


. Concrete block "solves 
— erection equipment problem, | 


Ju 
Muleock. Wayne F.: Electric perneneet 
key to economies, May 30. 


EWELL, F. W. & W. R. Hecht: 
ners” protect 
transit, Jan. 


“Run- 
rtable substations in. 


C ERHOLTZER, J. R. others: 
Ne ag v network cuts system costs, 


Feb 
Osterie, W. & E. L. Harder: Automatic 
dispatch pays off, Apr. 18. *123 


pP ANSINI, A. J.: 240/416-v system offers 
economy, Feb. 14 25 
Pasternak, Paul Jr. & others: Hydraulic 
alga Ben perform satisfac howls, 
Mar. *106 
Perry, E R & others: Hydrauli ic " oper- 
ators perform satisfactorily, Mar. 7.°106 
Phillips, lL. L. & others: Hydraulic oper- 
ators perform satisfactorily, Mar. 7.°10€ 
Phillips, W. M.: Maintenance form insures 
yaeneaate recioser inspection, Jan 
10 00a sees 00 
B. R. & others: Dual cycle offers 
tomiec shortcut, June 13 *71 
Pring, "Prot. H. & Dr. A. Wisener: German 
museum shows progress of industry, 


25 


Ltmeee e, 


Apr 

Prostinak.G 4 Starling distress crie 
avoid insulator flashover, May 30 

Purdy, Donald & others: Coordinate sec- 
tionalizers with station breakers on 
distribution systems, Mar. 7 


* e130 


ANDOLPH, H. D.: 


Electric heating 
goes to the eb 


outdoor movies, 


23. 

Rauth, A. W.: Automation speeds meter 
testing, She 13 

Read, Gordon D. Transformer trailer cuts 
operating costs, Mar. 21 ? 

Reale, C. L.: Special truck sets 
lifts, ae transformers, Apr. 4 

Remington, P. E.: PUC'’s urged to consi der 
budgets in setting fair treatment of 
rates, Feb. 14. 

Rincliffe, R. G Utilities seek 
ficiency, June 27 

Robertson, Lawrence M.: Wood 
transmission lines, Feb. 7 ° 

Robinaton, Kinsey M Our industry face 
critical years, June .*106 

Logers, D . @ 2. Ee "Strong: Specia) 
crews speed line building, June 6.. °16 

Nose, Frank M.: Mobile filtering equipment 
cuts cost of ofl maintenance, Apr. 4.°102 

Rose, G. A. & BE. C. Hersam: Tools de- 
veloped for adjusting street lighting 
transformers, Jan. . 

Rothe, F. SS. & W. G. Hefron Swin g curve 
calculator makes better stability 
studies faster, Apr. 1 beccccesoee © 

Rothus, BE. & others: 277/480-v network 
cuts system costs, Feb. 7 69 

Rousseau, C. C.: Trucking fuel ol! to piant 
provides substantial savings, Feb. 7. °91 


QANSBU RY, S.: Your best bet for elec 

. tric beat! ng sales, May 16 "148 

Santa Ana, Lauri: Test table calibrates 
street- pone relays four at a time, 
Jan. 10 PRES SREP Pee 

Sargent, G. F & others: Breaker per- 
formance improved by multiple 
selective reciuzing, Feb. 

Sargent, Harvey C.: Blectro-cooler boosts 
oid transformer’s capability, May 2. 

Schmidt, R. A. . Blake & R. M 
Butler: Problems mount in trans- 
mission system expansion, Jan. 10.. 

Schneider, R. G.: a view meter 

economies, Ma 

W. EB: Mob * 376-kva a ed 

provides genergoney 7. 

Schroeder, R. 
Smith: “Barly. bira” guides system 
loading, Jan. 10 e 

Schwarz, Stephen J.: Let's look to station 
erpanding. May 2. as 

Seelye, a... ard P. Have utilities nes- 

tod. research?, May 1 
Servis, 4 F.: 55-ft crane on flatbed truck 
uces erection time, June 27 
ma. Bryson: Adequate vere, 

it : ong? June 2 

"Ernest Terry: 

rot wy at intake stops condenser 

ooninas Apr. 4 cvececce SCT 


* Miustrated. 


poles 


added ef- 
. 


ve steel 


Schloz, 


Cosems. 


Shafer. 
in 


Shaffer, L. C. & G. EB. Hervey: Multiple- 
lug connectors aid terminating at 
Sme? ot. Nicolas N.: System es 


Made- 
beats coreg problem, May 16.....*°116 
L & &. D 


Smith, G. Schroeder 
Ea : "party bird” guides 
loading, Jam. 10......cccccsscceeee C2 
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